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CHIEF PAUL AND 
THREE FIREMEN 
HURT WEDNESDAY 


Mr. Paul and A1 Lueck 
Worst Injured When 
Truck Overturned 


OTY EDITION 
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bo th a r e p a ti e n ts 
IN CITY HOSPITAL 


DEBATE AMENDING 
TO TARIFF BILL 


By The Associated Press. 
WASHIXGTOoX. 
Feb. 
27.-F accd 
by a long grind of night sessions, 
the senate today opened debate on 
an amendm ent to the tariff bill by 
Senator 
Jones, 
republican, 
W ash­ 
ington, to place a duty of three dol­ 
lars a thousand board feet on lum­ 
ber, now on the free list. 
Chairman Smoot of the finance 
committee ex pects to hold the sen­ 
ate in session until lo o’clock each 
night until the bill is passed 


MAC DONALD IS 
STILL CONFIDENT 
OF AN AGREEMENT 


DENY PLEA OF DR. 
SNOOK FOR STAY 


Americans at Naval Con­ 
ference Discuss “ Human­ 
izing” Submarine War 


Thought Driver Lost con­ 
trol When Truck Hit 
Holes in Highway 


Kire Chief w ill H. Paul; Driver 
Al 
J. 
I.euck: 
Fireman 
Emmett 
Potts" Vaught, and Edward Brum- 
m ett w^ere Injured while Fireman 
Carl 
Bergman 
and 
Leo 
Huffman 
escaped injury when the new^ Mon­ 
arch fire truck from Engine House 
No. 2, overturned three miles south 
of Sedalia, on the Marshall avenue 
road, 
about 
4 
o’clock 
Wednesday 
afternoon. 
Chief Paul and Driver JLeuck are 
in a serious condition at the City 
Hospital 
while the 
other 
firemen 
received only minor injuries. Chief 
Paul is suffering with several brok­ 
en ribs on his left side, slight lac­ 
erations 
on 
his 
face 
and 
hands 
and 
probable 
internal 
injuries. 
Leuck 
received 
crushed 
bones 
in 
his 
chest, 
probable 
internal 
inju­ 
ries and slight lacerations on his 
face, hands and on his right ear. 
Fireman 
Brum m ett 
received 
a 
severe bruise on the left side of 
his head, bruised left eye and slight 
lacerations on his hands an face. 
Vaught received a twisted left arm 
the arm being w/enched at the el­ 
bow. An X-Ray picture of the arm 
revealed no broken bones. Vaught 
was dismissed from the 
hospital 
that 
nighty 
while 
Brum m ett 
was 
dismissed this morning. Chief Paul 
and Lueck are confined to beds in 
the hospital. 
Practically 
all the 
lacerations 
were caused from a hedge bush In­ 
to which they fell as the truck went 
over. 
The men were attended by Dr. 
Charles 
A. McNeil. 
Chief Paul and Lueck this after­ 
noon were reported as resting a.s 
easily as could be ex pected. Both 
men are suffering intense pain. 
Lueck’s injuries are said to 
he 
more 
serious 
than 
those 
of 
the 
chief.* 
The firemen 
were answering a 
call to the Striped College school 


POLICE AT LOS 
ANGELES TURNED 
BACK RADICALS 


Twenty -seven Communists 
Arrested—Tear Gas 
Bombs Used 


FOR ABOLITION OF 
THE BATTLESHIPS 


Endeavor 
To 
Pass 
On 
Matters Not Directly 
Apply ing To French 


By The Asfcociated Press. 
COLUMBUS, O., Feb. 27.—Gover­ 
nor Cooper late today refused Dr. 
James H. Snook’s application for a 
stay of ex ecution from the death 
sentence as well as a formal applfe 
cation for clemency. 
i i i 
The stay from 
the 
death 
tence to be ex ecuted tomorrow w’as 
denied on the ground that there 
“had been nothing presented to jus­ 
tify ex ecutive clemency.” 


PROaESS IN 
WORK TO AID 
COUNTY BLDID 


By The Associated Press 
LOS ANGELES. Feb. 2 7.-A riot 
in which 3,000 alleged communist 
sympathizers, milling and shouting, 
attem pted to storm the Los Angeles 
city hall but w*ere turned back by 
300 policemen liberally using tear 
gas bombs and night sticks, had its 
afterm ath today in the detention of 
27 arrested radical leaders. 
The police al.'^c organized to pre­ 
vent i.ny possible recurrence of the 
trouble, which started in the city 
hall plaza at 6 p. m., yesterday and 
ended 
only 
after the crowd 
had 
been pushed back a second time 
by the officers. 
Pandemcrium 
broke ioose 
when 
roiice, plain clothes meu and re­ 
serves at first attempted in orderly 
fashion to disperse the crowd gath- 
erc'i to stage a demonstuition which 
was 
to 
culminate 
with 
a 
march 
upon 
the 
city 
hall. 
Screiming, 
scratching women and shouting men 
trampled bystanders undenoo: and 
shouldered officers aside in a wild 
scramble from the plaza into ibe 
streets. 
Ca”l 
Sklar, a district organizer 
for the commuLisls, hoisted upon 
the shoulders oi two men, started 
to addiess the crowd. Attempts of 
polke to take him from his post 
were met wim resistance. Gffictirs 
were surrounded and struck down 
Int lamniaiory 
placards 
appeared 


By The Associated Press. 
LONDON, Feb. 27.—Prime Minis­ 
ter MacDonald, questioned in the 
house of commons whether he ex ­ 
pected to arrive at any internation­ 
al 
agreem ent 
for 
naval 
disarma­ 
ment, today 
replied 
emphatically 
“certainly.’’ 
The prime minister told question­ 
ers that the policy of the British 
government at the naval conference 
looked to the eventual disappear­ 
ance of battleships. 
The premier, in his reiteration of 
the British stand, added, how^ever. 


TRYING FOR FEDERAL 
AIRPORT IN SEDALIA 


Emil 
Brockman, alderman 
from 
the third ward, received a letter 
Wednesday from Congressman John 
W. Palmer, now in Washington D. 
C., In w'hich the latter stated that 
he is Interested in securing a feder­ 
al airport for Sedalia. Mr. Brock­ 
man stated that there had 
been 
some communication between Mr. 
Palmer and himself, and that the 
letter Wednesday w^as very encour- 
aging. They believe that because of 
the fact that the State Fair grounds 
are located in this city, the govern­ 
ment will give especial attention 
to this location. 


NUMBER 5 0. 
PRICE FIVE CENTS 
WETS INSISTENT 
UPON REPEAL OF 
DRY AMENDMENT 


Pierre S. 
Dupont 
First 
Witness Last Full Day 
Accorded Opponents 


STATE CONTROL IS 
BEING PROPOSED 


Candy Vending Machines 
Will Aid Sedalian to 
Earn a Living 


Forty-five mechanical venders, of 
candy 
bars 
will 
be placed 
in a 
number of buildings and office in 
Sedalia within the nex t ten days, 
according to Miss Marie Busch, a 
teacher employed by the Missouri 
Commission for the Blind, and O. E. 
thnf 
^ 
’ Jones, state placement agent em 
h 
• . 
. 
by the same commissioa. 
"\Ve r a n L / “ 
agreement. Mr. Jones hae been In Sedalia 
v\ e cannot go one pound of weight 
beyond w’hat the other powers are 
prepared to do,” he said. 


Discuss 
Submarines 
LOx NDON. 
Feb. 27.—The Ameri­ 
can delegation to the five power 
naval conference met this forenoon 
to continue discussions begun yes­ 
terday within the delegation on a 
treaty “humanizing” submarine war 
fare. 
The American ideas will be 
submitted to other delegations as 
soon as possible. 
The American attitude is that ap­ 
proval of such a treaty wmuld be 
possible soon after return of the 
French to the conference, and would 
have a good effect in public feel­ 
ing toward the conference. 
All the rooms at the Ritz which 
the American delegation uses were 
open and employed today in con­ 
trast 
to 
the 
semi-holiday 
appear­ 
ance during the conference recess. 
Pending return of the French dele­ 
gation America 
and 
Japan 
and 
America and Great Britain will oc- 
over the mob a:x d communist papeis cupy 
themselves 
principally 
with 
w tie thrown br« ,adcost. 


(Continued on page 10) 


WARSAW TO HAVE 
A WATERWORKS 


AUTO LICENSE CASE 
WAS DISMISSED 


A suit filed by the City of Ap­ 
pleton City 
against 
Thomas 
H. 
Graham in which the plaintiff ask­ 
ed for $3 alleged due for an auto­ 
mobile license, vms dismissed 
by 
the court this morning. 
The case had been brought to 
Pettis county on a change of venue 
and a large num ber of witnesses 
had been subpoena'ed. 
A demurrer, which held that fail­ 
ure to have a license w^as a misde­ 
m eanor and should have been han­ 
dled as such instead » of by a civil 
action was upheld 
by the court, 
and the case dismissed. 


CARDINAL’S FUNERAL 
PROBABLY MONDAY 


By The Associated Press. 
VATICAN 
CITY, 
Feb. 
27.—Fu­ 
neral 
arrangem ents 
for 
Cardinal 
Merry Del Val, w’ho died yesterday 
probably will be changed because 
the Cardinal’s brother is no ex pect­ 
ed here before Saturday. 
Earlier in 
the day 
the funeral 
had been set for 10:30 o’clock on 
Saturday morning, but 
news 
that 
Marquis 
Alfonso 
Merry 
Del 
Val 
would not arrive from London as 
soon as ex pected gave indications 
that the services would not be held 
until Monday. 
Judge 
Angelini Rotta 
had 
plan­ 
ned to open the Cardinal’s will to­ 
day, but acting on the Pope’s ad­ 
vice will not open it 
until 
the 
brother arrives. 


A contract for a waterworks and 
seworage system for the town of 
Warsaw, to cost, $100,000, will be 
let some time this afternoon or to­ 
morrow', and bids, which were re­ 
ceived not later than 3 o’clock on 
W ednesday afternoon are being con­ 
sidered. 
i our bids for the w'ateiwvorks and 
sewerage system have been redeiv- 
ed and three for the sewerage sys­ 
tem only. 
Bonds for $100,000 w'ere voted by 
the people of Warsaw' last spring 
and sold to a 
Kansas 
City con­ 
cern in October. 
The 
proposition 
has 
created 
a 
great 
deal of interest and 
many 
strangers, 
contractors, 
engineers, 
are in W arsaw to aw'ait the out­ 
come. 
One hotel fed fifty people Tues­ 
day night and so crowded was the 
town that all could not be accomo­ 
dated and three car loads of people 
went to Lincoln to spend the night. 


differences 
between 
their 
govern­ 
ments in which France is least inter­ 
ested. 
The American and Japanese 
delegations^ for instance, can pro­ 
ceed far w'ith negotiations for set­ 
tlement of Japan’s claim for a 70 
per cent aux iliary vessel ratio with 
the United States, with probability 
the claim will be settled eventual­ 
ly w'ith a compromise. 
Between the 
United States and 
Great Britain there is still outstand­ 
ing the m atter of America’s claim 
for the right to build a new' super- 
dreadnaught 
such 
as 
the 
British 
Rodney as a means of bringing par­ 
ity with the British navy, a prin- afternoon, 
ciple already agreed upon. 
Any conclusions reached will be 
tentative, it has been stressed since 
there is no desire to present a re­ 
turning French delegation with a 
fait accompli in the form 
of an 
Anglo-Amerlcan-Japanse 
agreement, 
and since, it is stated, the goal of 
the conference remains a five power 
treaty, not a three power pact. 


W'orking on the project since Feb­ 
ruary 5, and Miss Busch has been 
here since February 17. The ma­ 
chines will 
be 
serviced 
and 
the 
profits taken by Tom Wasson, w'ho 
lost his sight a little more than a 
three years ago. 
Mr. Wasson lived in Missouri un­ 
til six years ago, w'hen he moved 
to Kansas. There he lost.his sight, 
and moved back to Sedalia about 
three years ago. To be eligible for 
the state pension for the blind one 
must reside in the state continuous­ 
ly for 10 years. 
A resolution was passed recently 
by the city council permitting the 
machines, and the work has been 
going smoothly since that time. 
Mr. Jones said last night that he 
had been very well pleased with 
the reception the plan had been 
given in Sedalia. It was the first 
thought that 30 of 
the 
machines 
w'ould be placed, but later the num­ 
ber was increased to 45. 
The three aims of the Commis­ 
sion for the Blind are prevention of 
blindness, 
readjustm ent 
of 
those 
permanently blind, and placing of 
those readjusted where they may 
maintain themselves. 
The vender project is a fulfill­ 
ment of this latter phase of the 
commission’s work. 
The regular monthly classes for 
the blind were held in the court 
house all day yesterday, and sever 
al important m atters pertaining to 
prevention decided on, thus com 
pleting the round of aims in Pet 
tis county in a week’s time. 
Four negroes w^ere present at the 
morning session of the classes, and 
12 white people w’ere present in the 


STAND SOLIDLY 
ON POUCY OF AID 
TO COOPERATIVES 


Response Awaited From 
Hy de For Opinion on 
Grain Ex changes 


Suggested Commission Of 
High Ty pe Citizens Be 
Placed in Charge 


STRONG ADVANCE 
UPON WHEAT PRICES 


I>y The Associated Press. 
CHICAGO, 
Feb. 
27.— Values 
moved up strongly in 
the 
wheat 
futures pit today, stim ulated by ac­ 
tivities of the governm ent coopera­ 
tive 
agencies. 
Final 
quotations 
showing gains of 
2 
1-4 to 3 7-S 
cents a bushel over yesterday's fin­ 
ish, stood near tho top level of of 
the day. 
The closing whfvii funures prices 
w ere $1.09 1-4; 
May 
$113 3.3 to 
1-2; 
July $1.13 7 s to $1.14: 
and 
Septem ber $1.17 to 3-9. 


BURKE HELD TO THE 
CRIMINAL COURT 


Thomas 
‘‘Rabbit” 
Burke, negro, 
charged 
with 
carrying 
concealed 
w'eapons, this morning w'aived his 
preliminary hearing before Justice 
of the Peace John P. Gass and was 
bound over to the action of the 
April term of criminal court. 
Burke was committed to the coun­ 
ty jail in default of bond. 
Crystal Farris, negro, who w'ith 
Burke is charged w'ith carrying con­ 
cealed 
W'eapons, 
was granted an­ 
other continuance upon the request 
of the defendant’s attorney. 
The hearing will be held before 
Justice Gass on Saturday, March 
8. 
Farris is at liberty under a $1,000 
bond signed by 
R. R. Marshall and 
Willie Whitlev. 


DIFFICULT TASK 
TO SECURE CABINET 


It 
has 
been 
decided 
that 
four 
cataract operations 
w'ill 
be 
per 
formed within the nex t few days 
They will be upon the 
eyes 
0 
three-year-old 
Lucille 
Hortense 
Jackson, 
eight-year-old. 
Monroe 
Verle Gay, Mrs. Leonard Jackson 
and Thomas J. Stires. Three of the 
operations will be in St. Louis and 
one in Kansas City. 


MRS. COCKEFAIR TO 
LECTURE TO CLUB 


Mrs. Carolyn C otkciair of War- 
rensburg. will give a lecture on cur-! 
a f , Kansas Cit.v; KXx ! Los .\ng- 


FIGHT RESULTS BE 
BROADCAST TONIGHT 


NEW VOKK_ Feb. J7.—Radio lis- 
teners can get ‘plenty of news about 
the Jack Sharkey-Piiil Scott heavy 
weight battle at Miami Beach, Fla., 
tonight despite the refusal of the 
Madison Square Garden Corporation 
to 
permit 
a 
broadcast 
from 
the 
ringside, 
A special wire will carry a re-^ 
port to New York for station WABC j 
One 
hundred 
ten 
delegates 
at- 
and the Columbia chain. 
-tended the Clover and Prosperity 
Associated Press members have ar-'conference held Wednesday in War- 


By The Associated Press. 
PARIS, Feb. 27.—Andre Tardieu, 
aided by the veteran Raymond Poin­ 
care, resumed today his efforts to 
form a new’ French government to 
solve the crisis initiated when his 
ministry was defeated on a trivial 
budgetry item Monday of last week 
and continued w'ith refusal of the 
chamber to give a succeeding min­ 
istry of Camille Chautemps a vote 
of confidence. 
There was every indication the 
task would be one of the most diffi­ 
cult 
M. 
Tardieu 
has 
ever 
faced, 
with the lines draw'n so clearly be­ 
tween left and right that collabora­ 
tion of the left with him will be 
very hard, if not impossible, to at­ 
tain. 
As the day w'ent on reports w'ere 
current in political circles that M. 
Tardieu was facing considerable dif­ 
ficulty 
since 
the 
large 
moderate 
group of racial-socialists w’ere still 
adamant 
against 
him. 
Without 
them it did not appear likely he 
would be able to form a solid min­ 
istry. 
In some quarters it was though 
that ,,he might find the task im- 
possftile and the crisis might end in 
the dissolution of the chamber. 


DEPOSED SHAH OF 
PERSIA DIED TODAY 


CLOVER CONFERENCE 
HELD AT W ARSAW' 


B.v The Associated Press. 
PARIS, Feb. 27.—Ahmed Kajar, 
deposed shab of Persia, died today 
in the American hospital after a 
year’s illness. 
The former Shah of Persia, whoso 
death today came at the early age 
of thirty two, was reputed to be 
one of the richest men of the world. 
After he w'as deposed in 1925 he 
spent most of his time in Paris. 
He occupied two of 
the 
best 
rooms at the American hospital and 
had four nurses and two Persian 
servants. He had been sinking slow­ 
ly to death for some time and the 
end had been ex pected by his phy­ 
sicians. 
At the time of his death there 
were w'ith him only his nurses, doc­ 
tors and servants and 
a 
faithful 
companion Salih Khan, his Cham­ 
berlain. 
His 
brother, 
Mohammed 
Hassan Mirza, who would have been 
nex t in line to the Persian throne, 
was in Paris but arrived at the 
hospital too late to see his brother 
alive. 


ranged other broadcasts. Some of 
the stations which will carry this 
report are WCAO, Baltimore, WWJ, 
Detroit; WTx \R, Norfolk, Va ; WD- 


rent literature at the Bu-iness and 
Professional 
W om en’s 
eliiii 
room? 


saw. The program was in charge of 
O. 
V. 
Singleton, 
farm 
ex tension 
agent and 
W. L. 
McClung, presi­ 
dent of the Commercial Club. 
At noon the delegates were the 


In October, 1925, Sultan Ahmed, 
then shah of Persia was deposed by 
the Mejlis w’hich also decreed the 
overthrow 
of 
the 
K ajar dynasty. 
On Dec. 13 of the same year the 
constituent assembly elected 
Riza 
Khan as the new' shah and made 
the crown hereditary in his family. 
Riza shah was crowned on April 
25, 1926. 
The Kajar dynasty 
had 
ruled 
Persia since 1779. 
The resolution 
deposing Ahmed said that the ruling 
dynasty had been removed for the 
sake of the national w'elfare. 


By The Associated Press. 
WASHINGTON, Feb. 27.—Encour­ 
aged by a slight improvement in 
wheat prices, Washington neverthe­ 
less kept an anx ious eye upon the 
Chicago board of trade for develop­ 
ments in a situation that is term­ 
ed 
serious, 
but 
not 
insurmount­ 
able. 
The Federal Farm Board, in the 
face of sharp protests from inde­ 
pendent grain dealers, stood solidly 
upon Its policy of assistance for the 
co-operatives only and 
it is under­ 
stood, have responded with a re­ 
minder that the independents still 
have an opportunity to ally them­ 
selves with the co-operative organi­ 
zations. 
The 
senate 
was 
w'aiting 
a 
re­ 
sponse from Secretary Hyde to its 
resolution 
asking 
for 
an 
opinion 
as to whether the grain and cotton 
Qicchanges should be closed tempor­ 
arily, and saying it was alleged that 
prices are 
being 
depressed 
by 
“harmful speculation.” 
A 
slight 
strengthening 
of 
the 
price of wheat was attributed to the 
action of the gran stabilization cor­ 
poration in purchasing some 
3,000 ,- 
000 bushels in the open market, 
mostly in May futures and the pur­ 
chase of 800 carloads of spot w'heat 
by 
the 
B'armers 
National 
Grain 
Cifrpo ration. 
It was the latter transaction in 
particular that brought on protests 
from the independents. 9 preferred 
some ten or 
twelve 
cents 
above the current m arket price, was 
paid for grain bought from farm co­ 
operatives. 
Market prices govern 
similar transactions w'ith independ­ 
ents. 
Many 
telegrams 
reached 
the 
board protesting against this pre­ 
ferential, but the board let it be 
known 
that 
it 
contemplated 
no 
change in policy, and it is under­ 
stood that word went back to the 
protesters that the way was still 
open for independents to become 
allied with the, co-operatives. 
Secretary Hyde went over the sit­ 
uation late yesterday with Presi­ 
dent Hoover and later termed the 
general situation “serious” but one 
that could be weathered. 


By The Associated Press. 
WASHINGTON, Feb. 27.^Repeal 
of the 18th amendment and estab­ 
lishment of state control commis­ 
sions 
composed 
of 
Anti-Saloon 
League 
members, 
ministers and 
our best citizens” was suggestec 
today at the house judiciary com 
mittee’s 
prohibition 
hearing 
bj 
Pierre S. Dupont, the Delaw-are cap 
italist, as a means of putting liquor 
control “in good hands” rather than 
in the hands of criminals. 
Dupont, a power in the financia 
world and chairman of the boar 
of E. I. Dupont De Nemours anc 
Company, ex pressed doubt if the 
dry statute had added to prosperity 
and said the only solution of the 
liquor problem lay in the ^ e s t peo­ 
ple of the nation directin& their a 
tention to it. 
B 
He said 
it 
was 
questionable 
whether the Volstead actMpouId be 
“honestly amended to s ^ s f y the 
American people” and assetted “by 
all means we should do nothing 
that requires % dishonest purpose. 
He 
argued 
that 
state 
commis 
sions, somewhat on the order o 
state railroad commissions, migh 
prove a means of placing liquor un 
der satisfactory control. 
In this way, he continued, states 
could control liquor to meet their 
respective needs. 
Dupont was the first witness at 


IRA BURCHFIELD 
WAS RUN OVER 


Ira Burchfield, a farmer residing 
four miles north of Sedalia, was 
struck by a team of mules and a 
farm wagon at his farm about 
2 
o’clock Tuesday afternoon. 
Mr. Burchfield was standing near 
the wagon loading it with straw. A 
chicken 
flew 
and 
frightened 
the 
mules, which jumped, knocking him 
down. 
The wagon passed over his 
legs and body, crushing his right 
leg and foot badly. 


ABANDON HOPE 
FOR THE RECOVERY 
OF WM. H. TAFT 


SUCCESSFUL MEET 
OF FARMERS HELD 
AT COURT HOUSE 


Clover 
and 
Prosperity 
Delegates Tendered a 
Luncheon at Noon 


ADDRESSES ON SOILS 
AND LEGUMES GIVEN 


Change For The Worse 
Since 
Wednesday — 
Condition Critical 


(Continued cn Page Ten) 


Further Restrictions Placed 
KANSAS CITY, Feb. 27.—Further 
restrictions on acceptance of wheat 
by the farm board agencies at the 
loan basis price of $1.15 for No. 
2 
hard winter grain on the Kansas 
City m arket were announced today. 
According to orders received by 
the local agencies, the Equity Un- 
on Grain Company and the arm- 
ers* 
Union 
Jobbing 
Association. 
Wheat will be purchased hereafter 
only from 
co-operative 
elevators 
which 
are 
qualified 
members 
of 
hose two organization or to the 
Kansas Co-operative wheat market- 
ng association. 
The 
order 
ends 
acceptance 
of 
grain from other co-operalives, as 
w'ell as from independent owners. 
Tuesday acceptances were limited 
to co-operatives elevators only. 
A 
glut of wheat at the Kansas City 
market was given as the reason for 
he reason. 


TAX MATTERS TO BE 
TAKEN UP IN KANSAS 


By The Associated Press. 
TOPEKA, Feb. 27.—The Kansas 
legislature assembled today for a 
special session called by Governor 
Clyde M. Reed for the purpose o 
enacting laws for the betterment 
of the muddled tax situation in the 
state. 
In accordance with the governor's 
proclamation 
calling 
the eleventh 
special session of the legislature, 
the convening of the house of rep­ 
resentatives and the senate was set 
for noon. 
Leaders planned a joint session 
of the two branches this afternoon 
in order to receive the chief ex e­ 
cutive’s message outlining his pro­ 
gram for tax revision and other 
matters which he desired to sub­ 
mit to the legislature for its con­ 
sideration at this time. 
The governor chose to read bis 
message personally. 
The first attention w'as directed 
to the formal organization of the 
house and senate and to th% admin­ 
istering of the oath of office to the 
seven 
new 
members 
chosen in 
Tuesday’s special elections to fill 
vacancies caused by deaths since 
the 1929 regular session. 


To “Face the Fireworks.” 
W^ASHINGTON, 
Feb. 
27.—Refer­ 
ring to complaints by grain dealers 
on the farm board policies on grain 
buying, 
Chairman 
Legge 
of the 
board said today that the recently 
ormed wheat stabilization corpora­ 
tion was “still in the ring and does 
not 
hesitate 
to 
face 
the 
fire­ 
works.” 
The farm board chairman assert­ 
ed that a number of complaints 
were “strikingly similar to propa­ 
ganda to discredit stabilization op­ 
erations.” 


DONATIONS TO BE 
KEPT IN SEDALIA 


eles; 
WNAC. 
Boston; 
\\ SB 
and sniests of the Commercial club at 
C*. MAJ OR A 
- o 
8 I 
1 
♦ 
{ » 
St 
^ 
_UG ST, 
A tlan ta ; 
W D S l ^ 
New 
Or- a 
luncheon, 
given 
in 
the 
dining I 
SEDALIA VISITOR 
a» <:30o clock 
tunii^iu. M. -. t 
k • le a n « ; 
W M AL. W a shin g to n ; 
KDYL, ?o* rn of the M ethodist church, Rev. 
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There has been some complaint 
beard recently that members of the 
Salvation Army are collecting old 
clothes, books and magazines, stat­ 
ing they are to be sent to Kansas 
City. 
Those w'ho are of this opinion 
evidently 
misunderstood 
the 
col- 
! lector, for the men and women are 
authorized 
to 
do 
such 
collecting. 


J . F. CASKEY, J R., IN 
HUGHES LAW FIRM 


John 
Fletcher Caskey, 
Jr., son 
of Rev. John F. Caskey, of Kan­ 
sas City, at one time pastor of the 
Methodist Episcopal church, South 
this city, is the youngest law part­ 
ner of Chief Justice Charles Evans 
Hughes, 
according 
to 
Thursday’s 
Kansas City Times. 
Caskey 
who 
is tW'enty-eight years of age, 
be­ 
came a member of the law firm of 
Hughes, Schurman and Dwight, of 
100 Broadway, New’ York City, on 
January 
1. 


AGREEMENT SOUGHT 
AT SANTO DOMINGO 


By The Associated Press. 
SANTO DOMINGO, Dominion Re­ 
public, Feb. 27.—With the City of 
Domingo and most of the country in 
the hands of insurgent forces, lead­ 
ing figures both in the insurgent 
movement and in the government 
were gathered here today to reach 
some kind of an agreeement. 
President Horatio Vasquex , w’hose 
resignation has been demanded by 
the insurgents, summoned a nation­ 
al assembly at which he planned to 
present a presidential message. 


By The Associated Press. 


WASHINGTON, 
Feb. 
27.-^After 
a 
visit 
to 
former 
Chief 
Justice 
Taft, Dr. Francis Hagner said at 
1:30 p. m. today that there had 
been a change in the critical con­ 
dition of his patient. 
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WASHINGTON, Feb. 27.—Physici­ 
ans attending William Howard Taft 
today said there was no hope of his 
recovery. 
Called to his bedside shortly be- 
foro noon. Dr. Francis R. Hagner 
found that a serious change for the 
w'orse had taken place since yester­ 
day. 
Mr. Taft is in a critical condi­ 
tion,” said Dr. Hagner. “There is 
no hope for his recovery. Any im­ 
provement will only be temporary.” 
The physician said he was unable 
to tell how long the former Chief 
Justice would live. 
The end might come, he said, at 
any hour, or he might live for a 
few days. 
Helen Taft Manning, the daugh­ 
ter, was with Mrs. Taft at the home 
today. 
A general breakdown had follow­ 
ed upon the combined inroads of 
the several ailments which early in 
February forced Mr. Taft to resign 
as chief justice, and 
since 
have 
kept him in. bed under the anx ious 
eyes of family and physicians. 
All along the battle had been a 
losing one. 
He had almost held his 
own for short periods; sometimes 
there were signs w'hich gave his 
attendants 
some 
slight 
hope, 
al­ 
though their official bulletins never 
reflected a confidence in his recov­ 
ery. 
His active life, the ex ertions and 
vicissitudes of which kept him a 
national figure 
for a 
generation, 
lad levied heavily on his reserve 
strength, and left him with less 
than the normal fighting power of a 
man of his age. 
He was 72 last 
September. 
News 
of 
his 
condition 
today 
spread sadness 
throughout Wash- 
ngton. 
Immediately after Dr. Hag- 
ner’s bulletin was received at the 
Vhite 
Hous« , 
the 
President 
and 
Mrs. Hoover cancelled the reception 
which was to have been held to­ 
night for members of the house of 
representatives. 
It W’as disclosed that Mr. Taft 
had suffered a severe sinking spell 
about 9 o’clock today. 
Both Dr. 
Hagner and Dr. Thomas A. Claytor 
were summoned. 
By 11 o’clock some improvement 
ad been noted, but the physicians 
did not regard it as indicative. 
His 
condition 
showed 
signs 
of 
a final weakening in many ways. 
Heart trouble and hardening of the 
arteries 
had 
combined 
with the 
)ladder trouble which first caused 
him serious difficulty a month ago. 


WASHINGTON, Feb. 27—William 
oward Taft w'as said by attend­ 
ants today to have spent a restful 
night but it was added that the 
ormer chief justice had regained 
none of the ground lost during the 
ast few days and that his condition 
was “practically unchanged.” 
Those at his bedside let it be 
cnown that his condition was con- 
dered critical but they said that 
he was suffering no pain. 
A bulletin issued by his pbysi- 
ans. Dr. Francis Hagner and Dr. 
homas 
Claytor, 
late 
last 
night 
said Mr. Taft was “a very ill man.” 
Fears that Mr. Taft would not 
recover have grown steadily since 
about tw’o weeks ago when it be­ 
came known that the progress he 
apparently w'as making toward re­ 
covery had been definitely checked. 


Pettis County is today holding one 
of the most successful meetings of 
farmers ever held in this city. It 
is the annuual Clover and Prosper­ 
ity Conference, called to order this 
morning in the assembly room 
of 
the court house by J. Clark Longaii, 
well known Pettis county 
farmeiu 
W’ho is now’ also holding the posi­ 
tion of deputy circuit clerk. 
More than eighty farmers 
wero 
in attendance at the morning ses­ 
sion, and a large number did not 
come in until this afternoon. 
The 
first speaker this morning 
W’as Hubert Finley, who lives on 
a 
farm southeast of Sedalia, and who 
gave a report on the results of ex ­ 
periments given during a five years 
period, and the use of lime phos­ 
phate. 
A complete account 
of tbe 
report 
as 
given 
by 
Mr. 
Finley 
appeared in the special edition 
of 
the Democrat and Capital Sunday^ 
February 23. 
O. T. Coleman, head of the soil 
ex tension department of the Uqi- 
versity of 
Missouri 
spoke 
briefly 
on the Clover and Prosperity con­ 
ference throughout the 
state. 
Ho 
said such conferences were being 
held in 98 counties 
and were at­ 
tended by more than 10,000 persons. 
He 
then spoke 
on the activities 
W’hich he hoped to have carried on 
in the state nex t year. 
At noon the delegates w’ere the 
guests of the Sedalia Chamber 
of 
Commerce at a luncheon at Hotel 
Bothwell, W'hich was also attended 
by the members of the 
Kiwanis 
club, this being their regular meet­ 
ing day. 
Rev. E. F. Abele, president of 
the Kiwanis club, asked the secre­ 
tary to call the roll, and the meet­ 
ing was 
then 
in 
charge 
of 
the 
Chamber of Commerce. 
Ire E. Mel­ 
ton, as 
chairman 
of the agricul­ 
ture committee of the Chamber 
of 
Commerce, presided. 
Mr. Melton ex tended a welcome 
to the 90 farmers and forty-eight 
Kiwanlans present. He spoke of the 
benefits 
of 
co-operation 
between 
the rural and city residents, 
and 
of the progress made in this county 
by those living on the farms. One- 
third 
of 
the 
certified 
seed 
com 
grow'n 
in 
the 
State 
of 
Missouri 
Mr. Melton said, Is grow’n in Pettff 
county, 
which 
in 
itself is 
som ^ 
thing of W'hich to be proud. 
Mr. Melton called on Mr. Longan. 
who also spoke of the co-operatioft 


(Continued on page ten.) 


BITS OF KNOWLEDGE 
(By W. L. Gordon) 


IVE INITIATED BY 
ELKS WEDNESDAY 


ROTARY CONFERENCE 
AT J OPLIN TONIGHT 


Major, of Fayette, form-iand the clothes are to be kept in 
sman from this district^ ; Sedalia 
for 
use 
among the 
poor 
[now 
seeking 
re-election 
on 
the'here, while the books and maga- 
W m. 1 caster democratic ticket, is in Sedalia to-jzines are sent to Kansas City and | past president of the Kansas City 
¿dav mmeling with friends. 
¡sold, the money returned here 
iclub, w'ill be speakers at the dinner. 


JOPLIN. Feb. 27.—Four hundred 
Rotarians representing 55 clubs in 
Missouri, Arkansas, Oklahoma and 
Tex as are ex pected to attend a din­ 
ner here tonight. 
The dinner will follow a confer­ 
ence of presidents of 31 clubs, this 
afternoon, at w’hich plans were dis­ 
cussed for fifteenth district conven­ 
tion, May 25 and 26, at St. Joseph, 
Mo. 
H arry H. Rogers, Tulsa, Okla., 


Five new' members were initiated 
into the 
Elks 
lodge 
Wednesday 
night at an enthusiastic meeting, 
W'hich was attended by an unusual­ 
ly large crow’d. 
There were mem­ 
bers present from the Warrensburg 
and Springfield lodges. 
After the business meeting and 
initiation a stag smoker was held. 


x MACDONALD VICTOR 
FOR HIS .MINISTRY 


A characteristic of the spider 
is 
that the female spider often eats 
the male. 
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By The Associated Presc. 
LONDON, Feb. 27.—The MacDon­ 
ald government late today emerged 
victorious on the critical vote on its 
controversial*coal bill, w'inning 280 
to 271. 


Increasing 
cloudiness 
tonight, 
probably follow’ed by snow or raiu 
in northwest portion and rain in 
southwest portion tonight or Fri­ 
day, and rain in east portion Friday, 
Slightly w’armer in north portion 
Friday and 
in 
northwest portion 
tonight. 
W E A T H E R A N D R O A D S 
(Compiled 
for 
the 
Associated 
Press by the Automobile Club of 
Missouri). 
All points: 
W eather clear, road« 
fair. 
Sunrise and Sunset 
Sunrise 6:54 a. m.; Sunset 
6: OS 
p. m. 
The Temperature 
The temperature at 7 a. m. wa« 
34 degrees above zero; 48 at noon 
and 52 at 2 p. m. 
Phases of Moon 
First quarter, February 
6. 
B'ull moon, B'ebruary 13. 
Last quarter, B'ebruary 20. 
New moon, February 28, 


IWGE TWO 
THE SKDALIA. MO.. DEMOCKAT. THUKiSOAY. FEBKUAKY 21, 
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New Series 
THE SEDAUA DEMOCRAT 
li^HUKD DAIL1 
i:ntereci at the po i<to fftce at Sedaiia. Mo ., aa sei.o nd 
cla.'S matter under the Act o f Co ngress o f March 8 . 
1 
—Memtier— 
THE ASSOCIATED FHKSS 
AMERICAN 
NEW SPAPER 
PUBLISHERS 
ASSN. 


Addres.a all co mmunicatio ns to 
S E D A M A D E M O C R A T C O M P A N Y 
Democrat Butiding 
SedaUa, Missouri 


SUBSCRIPTION RATES 
The Daily Demo crat (including Sunday ) by carrier; 
By the week, li.c pay able weekly after deliv ery . 
By the mo nth, 35c pay able mo nthly , after deliv ery . 
BY MAIL 
Fo r 1 mo nth 5Uc, alway s in adv ance. 
Fo r 3 mo nths 11.25, alway s In adv ance. 
Fo r 6 mo nths $2 50, alway s in adv ance. 
Fo r 12 mo ntns 54.50. aiway s in adv ance. 
BY CARRIER 
J 'o r .3 mo ntlis ll.liO in adv ance. 
_ Fo r 6 mo nths $3.10 In adv ance. 
■ Fo r I) mo nths 14.5U In adv ance. 
ho r 12 mo nths $6 .00 In adv ance. 
. If adv ance pay ments are no t made all pa.st due sub­ 
scriptio n acco unts will be charged fo r at the mo nthly 
raie, 


Thurtday , Feb. 27 , 19 30 


M E M B E R O F T H E A S S O C IA T E D P R E S S 
The Asso ciated Press is ex clusiv ely entitled to the 
use fo r repubUcatlo n o f ail news dispatches credited to 
it o r no t o therwise credited to this paper and also the 
lo cal news published herein. Ail rights o f publicatio n 
o f special dispatches herein are also reserv ed. 


THE ROBOT AT THE DOOR 
, A v isito r steps into a beam o f light 
sTiining acro ss the do o r o f the Museum 
o f Peaceful Arts in New Yo rk City , say s 
Wo rld’s Wo rk. 
At o nce a v o ice asks, 
“ will y o u please register?” 
It is an 
agreeable v o ice fro m the metal thro at o f 
a mechanical man. 
The beam o f light 
actuates the ro bo t. 
At first blush a greeting by an auto ma­ 
to n, ho w'ev er co urteo us, is a breach o f a 
so cial fo rm. 
It is co ld, witho ut perso nal 
meaning, unifo rmly po lite to the ex alted 
and the 
humble. 
It 
do esn’t 
beco me 
mo o dy . 
It is nev er lo quacio us. 
It say s 
what it is “ instructed” to say , and no th­ 
ing mo re. 
At the entrances to public buildings ro ­ 
bo ts are, all things co nsidered, a practical 
so lutio n o f the pro blem o f reminding v isi­ 
to rs o f what is ex pected o f them. 
In 
so me cases, the v isito rs are requested to 
register, in o thers to clo se the do o r, in 
o thers to eschew co nv ersatio n, in o thers 
to take the first turn to the right. 
Ro bo ts can do these things efficiently . 
No v isito rs can assert that the ro bo t af­ 
fro nted them; the mechanical v o ice has 
the same phrase in the same way fo r all 
co mers. 
Altercatio ns with po mpo us do o r­ 
men are o bv iated. 
A ro bo t wo uld be less 
sho wy than a gaily unifo rmed human at­ 
tendant, but the av erage v isito r wo uld 
rather do with less po mp and ceremo ny . 
Ro bo ts can get o ut o f o rder, but they 
can no t absent themselv es witho ut pei- 
missio n. 
On the who le, the idea o f the 
ro bo t at the do o r is satisfacto ry . 
A me­ 
chanical substitute fo r do o rmen can no t 
dev elo p sno bbishness. 


9 8 -CENT WHEAT 
Fo r the first time in six teen y ears 
wheat fo r March fell belo w $1 Tuesday 
o n the Chicago market. 
The price actu­ 
ally to uched 9 8 cents, and unsettled o ther 
grains and the sto ck market. 
Uncle Sam, 
who has been making market lo ans and 
anno uncing that the price was pegged all 
the way fro m $1.18 do wn, ho lds the bag. 
Wareho uses in the United States are o v er­ 
flo wing with wheat fo r which there is in­ 
sufficient demand, the St. Lo uis Star de­ 
clares. 
" There hav e been repeated rumo rs that 
pro fessio nal grain o perato rs wo uld shed 
no tears if Uncle Sam was sev erely pun­ 
ished fo r his interference with priv ate 
bro kerage business. 
The fact that the 
mo re wheat the go v ernment bo ught, the 
faster the price seemed to go do wn, en­ 
co uraged these suspicio ns. 
In this in­ 
stance the bro kers can po int to wo rld 
co nditio ns o f o v er-supply , with little ex ­ 
po rt demand o n this side o f the Atlantic. 
J ust ho w great that o v er-supply is, no ­ 
bo dy definitely kno ws. If speculato rs de- 
sii'ed to driv e prices 
do wn, 
co nditio ns 
made 
it 
easy . 
Go v ernment 
o fficials 
o ught to hav e no difficulty learning what 
effect o v er-selling may hav e had in bring­ 
ing abo ut these lo w prices. 
Ev ery tax - 
pav er has an interest in this matter, 
since any lo ss the go v ernment suffers 
must be bo rne by all the peo ple. 
It is 
no t o nly agriculture that is effected, but 
general b’isiness and the o rdinary citizen. 
— 
--------------- 
PASSING OF BABY CARRIAGES 
Manufaciurers o f baby carnages are 
co mplaining that the demand fo r their 
pro duct has declined materially . 
Two 
reaso ns are suggested: o ne, that there are 
no t so many babies and the o ther, that 
the auto mo bile has made it less needful 
to wheel o ut the baby in his o wn v ehicle. 
There may be ano ther reaso n. 
There are 
fewer safe places in which to wheel a 
baby carriage 
than 
in fo rmer day s. 
Tho ugh a city baby might enjo y being in 
the park, the perils o n the way there 
might act to deter fro m the effo rt. 
It 
wo uld be a ra.sh perso n who wo uld risK 
the baby 's life by wheeling it alo ng a 
highway . 
A baby carriage wo uld stand 
H po o r sho w in a co nflict with an auto nio - 


lo. 
î;i'/ 
v i i v i h i u c 
n i a n uf a c l ur e r ö 


are the victims uf altered traffic condi­ 
tions rather than that their plight is due 
to fewer babies. Babies are our best crop 
and we can not as a people be prosperous 
unless the output is ample. 
Though baby 
carriages may be superseded there is no 
substitute for a baby. 
It would be alarm­ 
ing indeed were the slackening of demantl 
for carriages to indicate failure of the 
baby crop. 


------------------------------- 4 
, - 4 1 ^------------------------------- 


THE U. S. SUPREME COURT 


From Jefferson City Capital-News. 
We have been asked to give some facts 
in regard^ to the supreme court of the 
United States. 
Its members are appoint­ 
ed for life by the president, but the ap­ 
pointment has to be confirmed by the 
senate. 
The president names the chief 
justice. 
The chief justice presides over 
the court. 
His salary is $20,500 per year, 
while the associate justices only receive 
$20,000. 
There are nine members of the 
court. 
It is not a bipartisan body, the 
president is unrestricted in his choice. 
The supreme court only passes on ques­ 
tions involving federal principles. 
It also 
passes on the questions of the constitution­ 
ality of laws passed by congress. This au­ 
thority on the ground that it is a usurpa­ 
tion of power by one of the three co-ordi­ 
nate branches of the government; it is de­ 
fended on the ground that some agency 
must serve as a final arbiter on the con­ 
stitutionality of laws passed by congress. 
Chief Justice Marshall first passed upon 
the question of the courCs right to de­ 
termine whether or not an act of con­ 
gress was constitutional in 1803. 
Since 
that time there have been fifty laws pass­ 
ed upon by the court, eight of which were 
held to be unconstitutional by a vote of 
five to four. 
The oldest member of the supreme 
court is associate justice Oliver Wendell 
Holmes, aged 89 years. He is the son of 
the poet of the same name. 
He was a 
union soldier, wounded three times during 
the civil war. 
President Taft named a 
democrat, a Roman Catholic and a con­ 
federate soldier 
chief 
justice, 
Edward 
Douglas White of Louisiana. 
Harding ap­ 
pointed three members of the court in 
five months— Sutherland, Butler and San­ 
ford. 
President Washington named Jus­ 
tice William Cushing of Massachusetts, 
chief justice, but ill health kept him from 
serving. 
The greatest chief justice and 
member of the court was John Marshall 
of Virginia— said to have had one of fhe 
greatest legal minds in all history. 
He 
had no college education, was the eldest 
of fifteen children and a soldier in the 
revolutionary war. 
He was self-educated 
in the law, Hughes is the eleventh chief 
justice. 
The most famous and far-reaching de­ 
cision ever handed dowm by the court was 
that given by Chief Justice Taney in w’hat 
is known as the Dred Scott case. 
Salmon 
P. Chase presided at 
the 
impeachment 
trial of President 
Andrew 
Johnson in 
which Johnson was acquitted. 
--------------4i-4i--------------- 
A DANGEROUS STEP 


Soviet administration in Russia has tak­ 
en no step likely to be more fatal to its 
rule than an attack upon the religious 
thought of the people of that country . 
The soviet revival of the ideas of the 
directorate in the French revolution of 
over a century ago, in its attempt to stifle 
religious teaching will eventually result in 
the overthrow- of sovietism as sureU 
it 
' caused the downfall of the directorate 
and the re-establishment of religious wor­ 
ship in France, the Hannibal Courier- 
Post points out. 
Fanaticism is always dangerous. 
The 
civil reformer who fails to take into con­ 
sideration 
great 
influence 
which the 
Scriptures, beginning with 
the 
Jewish 
faith and continued in the history of 
Jesus Christ, have exercised in world bet­ 
terment, is blind to the records of his­ 
tory. 
Sovietism will not only raise fires in 
Russia by its persecution of believers in 
the Christ and the followers of the s>ma- 
gogue, but it will intensify the opposition 
to it in all the civilized world. 
Leaders of the Jewish faith should also 
inform the soviet government of their in­ 
dignation over the oppression of their 
brethren, together with Christians, now 
suffering at the hands of soviet absolu­ 
tism. 
Soviet authorities persecute individuals 
because they cling tenaciously to their 
religious belief and serve to worship God 
in their own way. 
No nation that tries to 
throttle religion, would trample under­ 
foot man's faith in a Supreme Being, can 
stand. 
For any government to try to in­ 
terfere with religious beliefs is a danger­ 
ous proposition. 
One of the reasons for 
the great progress made by the United 
States is because that within the con- 
fine¿ of this country every person is guar­ 
anteed the right to woiship God according 
to the dictates of i h n v own conscience. 
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READ THIS FIRST: 
At the close of the World 
Lieutenant Rex Dallard, Dr. Frank 
(Gordon, Nurse Margery Lynne and 
Patricia Blair sail for New York to 
thwart the plans of Herbert Max­ 
well, who is plotting to make away 
with a huge estate to which Pa­ 
tricia and her twin brother, Jimmy, 
are heirs. 
Jimmy, 
a victim 
of 
aphasia has disappeared. 
Maxwell 
holding him, and keeping him un­ 
der cover, while he presents a fake 
brother 
in 
claiming 
half of 
the 


political circles, and be very influ- 
war, ential, but when it comes to the 
transfer of a twenty million dollar 
estate from executor to heirs, those 
heirs usually are represented by a 
lawyer, or lawyers. 
It isn’t quite 
as simple as the transfer of a deed 
to a -house and lot. 
“The 
probabilities 
are, 
Marge,” 
continued Rex, “that Maxwell left 
word with the Leclercs to release 
Pat on a date early enough to en­ 
able her to reach New York by 
January first. But they, for some 
estate. 
Nurse 
Margarey Lynne ¡reason unknown to us, let 
her go 
meets 
Jimmy unexpectedly 
in 
a before that date. 
By the 
rule of 
plain logic. Maxwell did not order 
her release to take effect w'hen it 
did as he knew Gordon, yourself 
and I wrere still in Paris, and it 
doesn’t stand to reason that he 
was perfectly willing for 
her to 
meet and talk with us before that 
date. 
At that, however, I shouldn’t 
be at all surprised to learn that he 
is aware of her presence here in 
New 
York right now. 
I 
haven’t 
been looking upon Herbert Maxw^ell 
as 
a 
dumb-bell, 
by 
any* chance. 


New York street, but he is accom­ 
panied by a tough 
escort, 
who 
knocks her out. After coming to in 
a hospital 
Margery is joined by 
her friends, who discuss ways and 
means of thw'arting Maxwell. 
NOW GO ON WITH THE STORY 


“JUST TOWN TALK" 
Co p ied Rig b t By 
-B. P.* 


CHAPTER 20 
On the second day following, the 
tw'enty-third of December, Margery 
was pronounced well enough to be 
taken home. 
On the evening of the day she re-1 Marge!’ 
turned, Rex Dallard and Dr. Gor­ 
don visited the Lyniie family—and 
the Lynne visitor. 
Nothing as yet in the w^ay of lo­ 
cating Jimmy had been accomplish­ 
ed by his detective friend, was the 
lieutenant’s regretful reply to the 
question put to him by Pat the mo­ 
ment he was seated. Noting the 
flash of disappointment in her eyes, 
he added: 
“He thinks January first will open 
the way for us to start some real 
action!” 
“If it does not,’’ averred the girl, 
a sudden squaring of the jaw giving 
her a look of determination, “then 
we must start the action without 
any opening.’* 
But January first, as events dis- j 
closed, 
was 
destined 
to 
produce 
plenty of action in the affairs of 
'the Blair twins. 
The rather important ceremony 
of the transfer of the Blair holdings 
from the former administrator to 
the heirs 
on 
their 
twenty-fifth 
birthday 
was 
scheduled 
to 
take 
place at ten o’clock in the forenoon 
in the directors’ room of the trust 
company, in whose safety deposit 
the Blair 
securities 
were 


Who am I? 
To what post have 
I been appointed? 
Who represents 
the country to which I am being 
sent in Washington? 


Who 
India? 
was the first Empress of 


Where do immigrants land at San 
Francisco? 


“Well, has it also occurred to 
you?” quizzed Marge^ obviously de­ 
termined to ‘get a rise’ of some na­ 
ture from this wise Solomon by 
w^hom nothing, seemingly, had been 
overlooked, “that he, in all likeli­ 
hood, knows all about my experience 
In 
seeing Jimmy, how 
I 
tagged 
along 
and 
got 
‘beaned’ 
finally? 
Don’t you suppose his henchman 
that roughneck who knocked Jimmy 
down and hit me, has told him all 
about me—also about Jimmy’s odd 
behavior?” 
But 
Margery knew, before she 
had finished her question, that she 
had given Rex a new idea to mull 
over, a new problem on w^hich to 
sharpen his Dublin college wits. 
“Suffering Moses!” The ejacula­ 
tion 
carried 
unqualified 
surprise. 
That it should have escaped him— 
this Jimmy episode—that it’s pos­ 
sibilities 
had 
not 
already 
been 
weighed and considered was a jolt 
to the lieutenant’s ego. He looked 
at 
Margery, 
and 
his 
eyes 
grew 
big. 
“You’ve 
surely 
said 
something. 
Marge Lynne,” he answ’ered, and he 
¡spoke in a tone respectful and sin­ 
cere. “And I admit right here,” he 
added, with a grin, “that I. for one 
had given the matter—that is, Max- 
The cheer of warm j well’s probable knowledge of your 
recognition of Jimmy—no thought 
until this minute. Now that you 
mention it I can see the possibili­ 
ties.” 
“What possibilities, Rex?” asked 
Pat quickly, the gleam of a new' 
hope lighting up her dark eyes. 
“What possible result might Marge’s 
recognition of Jimmy have in Max- 


“Jesus said unto her, I am the 
resurrection, a:ad the life: he that 
believeth in me, though he v^re 
dead, yet shall he live.” 
Where is 
this passage found in the Bible? 


Correctly Speaking— 
“Off of” is incorrect usage, 
keep off the grass.” 
“Say 


Today's Anniversary 
On this day, in 1807, Henry Long­ 
fellow was born. 


Today’s Horoscope 
Persons born on this day are 
good students and hard w'orkers. 
They are fluent talkers. 


boxes 
kept. 
New' Year’s eve in the old Lynne 
home. 
friendships and kindly w'ishes lay 
over all the household. Lieutenant 
Dallard and Dr. Gordon had called 
to 
discuss 
the 
important 
matter 
that had been the chief subject of 
all their talks for many weeks.» 
Margery had recovered almost en­ 
tirely 
from a blow 
of the black­ 
jack. Only a small scab on the scalp 
just above the line of her w'hite' well’s plans?’’ 
forehead, but 
hidden 
under 
the j 
From where Margery sat on the 
thick, golden hair, remained aa evi-jside arm of Pat’s chair her head 
dence of that afternoon’s 
near trag- 
was 
considerably above and behind 
edy. 
the other girl’s line 
of vision. And 
Standing out clear and distinct In!Dallard sat directly In front of Pat. 
her memory was the face of the 
young man she had known first In 
France just as “Jimmy,’’ and later 
T 
Tijnir. Pat’s twin brother. 
That he was Pat’s twin brother 
< , . 
line and characteristic of the 
boyish countenance, from the whlm- 
isical and straight nose to the dark 
brown eyes, even with their dull 
expression, gave unmistakable test­ 
imony. 
Tp look at Pat’s vitally 
alive face ^^as to see the reflected 
image of her twin brother, Jimmy, 
before his injury. 
It was the latter 
around whdm, as usual, the talk 
revolved. 
A^nd it was Margery who, | 
as on a recent occasion, gave voice ; 
to a remark that opened the way 
to a new" field. 
“Listen, fellow schemers!” she en­ 
joined them, straightening up sud­ 
denly from her perch on the aide 
arm of the big upholstered 
where Pat was half sitting, half 
lying. “Has it occurred to anyone 
here that Maxwell may not be at 
all surprised tomorrow' to see his 
w'ard, Patricia Blair, w'hom he is 
supposed to be thinking is still in 
Paris?” 
She pased testatively. The lieu­ 
tenant, watching her, grinned. 
“Go 
ahead,” 
he 
encouraged. 
“shoot!’’ 
“Well, then,” she said, “it's just 
this way: It strikes me w'e’ve all 
been letting a lot of grass grow' 
under our feet since we landed in 
New York. 
We had agreed, before 
we left Paris, that if the Leclerc 
couple had disobeyed orders in re­ 
leasing Pat when they did, which 
would have meant they had gotten 


Answers to Foregoing Questions 
1. John M. Morehead; U. S. am­ 
bassador to Sweden; Marc Peter. 
2. Queen Victoria. 
3. Angel Island. 
4. St. John, xi, 25. 


THE OTHER Evening 
• 
• 
• 
A WELL Known 
« 
• 
# 
MAN 
« 
• 
• 
WAS TELLING Me 
* 
# 
ABOUT A Birthday 
# 
* 
♦ 
SURPRISE PARTY 
• 
• 
9 
SOME OF His Friends 
' * 
♦ 
♦ 
.HAD GIVEN Him 
9 
9 
HE RECEIVED 
* 
♦ 
★ 
LOTS OF Gifts 
* 
♦ 
* 
AMONG WHICH 
« 
• 
c 
WAS WHAT 
• 
9 
• 
HE CALLED 
• 
• 
9 
AN EXPECTORATOR 
• 
9 
9 
I CALL It 
• 
• 
9 
A SPITTOON 
• 
* 
9 
9 
ANYWAY 


9 
.» 
9 
IT WAS Blue 
• 
9 
9 
AND CAME From 
' 9 
9 
9 
THE DIME Store 
9 
9 
9 
HE CARRIED It Home 


9 
9 
9 
ALRIGHT 
• 
• 
9 
BUT A Few' 


9 
9 
9 
NIGHTS LATER 
9 
•> 
« 
HE SLIPPED It In 
• 
• 
9 
THE DINING Room 


thus facing them both. At Pat’s 
question he raised his eyes and in­ 
stantly caught the cautioning sign- 
nal from Margery, a slight shake 
of her head. Then, before he could 
frame even the start of a reply to 
the question asked, Margery was 
speaking for him. 
“Why, don’t you see, dear?” she 
said, In quick explanation. “Max­ 
well wouldn’t dare put Jimmy out of 
the way now', since he realizes I 
know' that Jimmy was brought over 
from Paris!” 
(TO BE CONTINUED) 


Yo ur Inco me Tax 


NO 22. 
Pro v isio n is made in the rev enue 
act which allo ws a tax pay er who 
chair sustains a net lo ss in a trade o r 
business regularly carried o n 
by 
him to deduct the amo unt o f such 
lo ss when co mputing his net inco me 
fo r 
the 
succeeding 
tax able y ear, 
and if auch lo ss is in ex cess o f 
the net inco me fo r that y ear, the 
ex cess may be carried o v er and 
deducted in co mputing the net in­ 
co me fo r the nex t succeeding tax ­ 
able y ear. 
When co mputing a net lo ss under 
this pro v isio n o f the act there may 
be included lo sses fro m the sale 
o f real estate, machinery , and o ther 
capital assets used in the trade o r 
business, but do es no t include lo sses 
arising fro m transactio ns no t co n­ 
nected with the business ex cept to 
the ex tent o f the amo unt o f gro ss 
, income derived from such outside 
‘cold meet,’ that Maxwell was 
j transactions. That is, if an individ- 
aw are of the fact and still believed 
^ taxable income from out- 
Pat to be a prisoner there. 
| 
sources of $2,000 and sustain- 
“Now', listen to this in particular,” 
^ jjgt loss from his trade or 
she w'ent on, earnestly, as she not- business of 
$8 0 00, and also allow­ 
ed the attention her talk was com- ^bie deductions outside of his bus- 
manding. 
“We had also 
decided j 
$4,000, for 1928, he would 
before we left Paris, if you remem- 
allowed to carry over $8.000 as 
her, that it was quite likely Max- 
^ deduction in computing his net 
w ell’s order that Pat was to be re-• 
foj. 
19 29. 
leased in time for her to reach New ! 
----------------------- 
DMNtliSlOllltS 


Confidence. • 
“ Ho ney , lend me five dollars, will 
ya?” 
“Sorry, sweetheart, I have only 


York by January first. 
“Well.” 
she 
continued, 
after 
a 
slight pause, “it seems to me that \ 
we may have taken too much for | 
granted: that it is quite likely we | 
made 
a 
mistake 
regarding 
Max- 
welPs plans. Supposing, for instance j 
that he just intended to hold P a t : 
there in Paris until he had passed 
off his substitute for Jimmy, had 
the transfer made an everything, 
and was planning to return them to ; 
Paris and dispose of Pat? Has tha t! 
possibility occurred to you, Rexy?” ^ 
she asked, grinning at the lieuten- • 
aut. 
'four dollars and seventy-five cents. 
'••Yes, Marge;-’ replied the lieuten-i 
“S’all right, Sugar, I’ll trust you 
ant, grinning back at her. “But It for the other two hits.'' 
also, occurred to Frank, too, tha t; 
— 
^ 
Maxwell would not be such a fool 
Louis 
F. Ritchie, Fire, Auto Liabili- 


KNOW YOUR LIBRARY 
W orth W hile Books 
Although books should be read 
purely for pleasure one often likes 
to feel that the books he is read­ 
ing are “worth w'hile.” By worth 
while we do not mean a constant 
succession of books which necessi­ 
tate great mental labor. To any 
books which give the reader a new 
idea or present 
him 
w'ith 
new 
know'ledge w'e could certainly give 
that name. 
The Sedaiia Public 
Library of­ 
fers new, 
up-to-date 
reading 
in 
every field of human interest. For 
instance, dozens of the latest bio­ 
graphies are available, biographies 
of every sort of person. They range 
from the scholarly study of “Abra­ 
ham Lincoln’ by Albert J. Bever­ 
idge to “Jazz” by Paul Whiteman. 
Travel books are always fascinat­ 
ing; of these you will find a large 
variety. “On Mediterranean Shores” 
by Emil Ludwig, and “Brimstone 
and Chille” by Charleston Beals, “A 
Dog Puncher on the Yukon” 
by 
Arthur J. Walden are examples of 
The wide variety. 
Science is no longer a mystery 
to the layman when w'e have such 
books as, “A New Decalogue of 
Science.” It becomes a living thing 
when the facts which have seemed 
so enigmatic are now spread before 
you simply. 
Religion is more humanized at 
present than ever before and in 
such books as, “If I Only Had One 
Sermon to Preach,” you w'ill find 
the best logic of modern theolo­ 
gians. One such book may open be­ 
fore you a new world, one about 
which you have always w'ondered 
and never known. 
To 
many 
of us philosophy is 
full of unkiiown terrors and mys­ 
teries. The first book which pre­ 
sented philosophy with a view to 
the ordinary reader was Will Dur­ 
ant’s “Story of Philosophy.” Now 
the fascination of the age old study 
iii open to everyone. Try “The New 
Morality” by Durant Drake. 
History has alw'ays been the fore­ 
most of the humanities because it 
concerns man and his past. If we 
understand the past we are all the 
more able to interpret the present 
affairs. Read books like “The Amer­ 
ican Experiment” by Bernard Fay 
or “The Aftermath” by 
Winston 
Churchill and your know'ledge of 
history will surprise you. The new 
poetry and drama are always avail­ 
able at the library. You will find 
representative 
offerings 
such 
as 
Margaret 
WTlkinson’s 
anthology, 
“New Voices” and in drama, “Show 
Window” by Elmer 
Davis, 
to be 
vastly interesting. 
Surely in such an array as this 
there will be a book which will ap­ 
peal to each person. And the nice 
part about it is that every book You 
read will lead to another. There is 
always something mentioned in the 
first 
book 
you 
read 
which 
will 
arouse your curiosity and suggest 
another. 
Meanw'hile 
you are 
not 
only enjoying yourself but you are 
also adding steadily to your store 
of know'ledge. You will find count­ 
less interesting books in the library 
and the librarians are alw’ays glad 
to help you in your choice. 


IN THE Home 


OF THE Woman 


WTIO HAD Given It 


TO HIM 


HE W'AS Telling Me 


WHAT A 
* 
* 
• 
GOOD JOKE 
9 
9 
« 
HE HAD On Her 
9 
9 
9 
FOR SHE Didn’t Know 
9 
9 
HOW IT Got 
• 
9 9 
TO HER Home 


• 
9 
9 
AND HE Wasn’t 
• 
• 
9 
GOING TO 
9 
9 
9 
TELL HER 
9 
9 
9 
AND ALL The W’hile 
9 
9 
9 
HE WAS Telling Mo 
9 
9 
9 
I WAS Laughing 
9 
9 
9 
UP MY Sleeve 
9 
9 
9 
FOR I Knew 
9 
9 
9 
WHEN HE W’^ent 
• 
• 
9 
TO GET In 
9 
9 
9 
H is CAR 
• 
9 
9 
HE W A S Going 
9 
9 
9 
TO FIND That 
9 
9 
9 
SAID 
9 
9 
9 
“EXPECTORATOR” 
9 
9 
9 
RIGHT THERE 
9 
9 
9 
FOR HE W’asn’t 
■ 
9 
9 
GOING TO Get 
9 
9 
9 
THE BEST Of 
9 
9 
9 
THIS W^OMAN 
9 
9 
9 
W’HO HAD Located 
9 
9 
9 
HIS CAR 
9 
9 
9 
ON THE Street 
9 
9 
9 
AND SLIPPED 
9 
9 
9 
THE PACKAGE Inside 
9 
• 
9 
I THANK You. 


Sally's Sal l ies 


T he married man who Hirts with a 
waitress may be lusl play ing fo r larger 


Money To Lotin 
On Imp ro ved City 
Pro p erty a nd Pettis 
Co unty Fa rms 


T e rm s and rates reasonable. 
No Delay 
WM. H. CARL 
309H 80. Ohio 
Phone 291 


f l o w e r t a l k N o. 10' 


One of our readers is making in 
quiry in regard to the planting oi 
Gladiolus bulbs. 
They 
may 
be 
planted at any time now tkat the 
soil is dry enough to cultivate. 
Be 
sure to plant the corms a t least 
six inches under the g rouoi 
Of 
course it w'lll not do for the^'-corms 
to freeze, but It w'lII not fmrt to 
have a crust freeze on top of the 
ground. If you desire to have them 
in flow'er continuously throughout 
the 
summer, 
a rotation 
planting 
made every two weeks will assure 
you of this. 
We have a good se­ 
lection of varieties and are making 
a special offer of 2 bulbs each of 
the 
following 
6 
varieties—Mrs. 
Francis 
King, 
Foch, 
1910 
Rose, 
Hailey, 
Peace, 
Alice 
Tiplady, at 
50c per dozen. Be sure to see the 
Bird Baths on display in our win­ 
dow. 
Write or phone your flower prob­ 
lems, using phone 263. 
We have 
no secrets. 


STATE FAIR FLORAL 
I 
COMPANY 
I Flower Phone 460 
316 3. Ohio 


TO THE LADIES 
Get Yo ur Old Flat Neck Furs Remo deled To The 
Up-To -Date Sty le At 
LOEWER’S 
M E N 'S A N D 
114 W. 3rd St. 
L A D IE S ' T A IL O R 
Sedaiia, Mo. 


SECURITIES 


We hav e a large amo unt o f first class inv estments 
o n hand drawing a go o d rate o f interest. 
If y o u 
hav e idle mo ney o r mo ney fo r inv estment we can 
start it drawing interest at o nce. 


9 
Crawford Loan & Abstract Co. 
410 So uth Ohio Street 
SedaUa, Misso uri 


<^One-Hlinute 
Pulpit 


But now ye rejoice in your boast 
all such rejoicing is evil. 
as to attempt putting that transfer ty Insurance. 309 Ohio St. Phone 
6 jings: 
across without Patricia Blair’s pres- 
— 
Therefore, to 
* 
ern e on the spot, as the will spe- 
D R S . 
C A R T E R - D E N T I S T S now | to do good, and doeth it not _ to 
cifies. 
He may svNing a big club 
in'on 2nd flooi Sedaiia Trust Bldg. 
ihim it is sin. James, i', 
j. 


ABSTRACTS 
REIIAUE USTItCTS tF TITIE 
furnished by us from a complete 
set of books. 
Landmann Abstract & Title Co. 
112 W e st Fourth St. 
P orter-M ontgom cry B u ild in g 
P h o n t 81 
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Entertained Families 
The ('r. I. A. to the Ih of L. E. 
ontertaiiu il their husband.s and fam ­ 
ilies Wednesday ev ening at a roast 
turkey dinner in the Woodman-Mac- 
<abet‘ hail. This was an annual oc­ 
casion, and at this lime, sev enty- 
fiv e gue.sts were seated. Cut flow- 
ers and small A m erican flags w-ere 
combined 
effectiv ely 
in 
the 
table 
decorations. 
Mrs. W. H. Chapel, president of 
the organization, presided, Mr. W. 


Guild Held Tco 
i 


I , Attracting a liberal patronage, the ^ 
. tea held by St. .Marthats 
Cuild ,,t ■ 
lE alv ary 
fZpiscopal 
churcdi 
at 
the 
i Red Lion Inn W ednesday afternoon 
'n e tt e d the 
.society 
approximately 
thirty 
dollars 
for 
its 
mi.'-.sionary 
W'ork. 
The tea 
tablf>. 
whieh was 
cov ered with a beautiful laee cloth, 
I held a bouquet of red, white and 
; blue flowers. 
Patrons were serv ed 
at small tables. 


Ingraham pronouncing the "inv n" ! 
meeting of the 
i ff’tild next W ednesday, this societv ' 
to giv e way to the W om en’s Aii.v 
will m eet that day in 


cation. 


Among the 
guests 
from out-of- 
tow'n 
w ere: 
Mr. 
and 
Mrs. 
H oyd 
Chapel, Mrs. W’allace Yost and Mrs. 
Lee Farris, all of Jefferson City; 
W esley I.owe. Robert Cecil, and Ed- pHeTo;" M.'s '■^Tice w 'hhe '” V " '' 
._ard Smliey. all of St. Rouis; Mrs. ! rn^mreV oj 'tht 
Oui i l ‘” 
" 
r l o r a Lister, of Denv er, Colorado; \ 
______ 
Mrs. Jo hn K. Quinn, of Columbia, 
Mo.; 
Mrs. M. B. King, of Kansas 
City; Mrs. 
Anna 
Keith, of H anni­ 
bal, m o ther of Mrs. C. K. Almquist; 
Mrs. 
Jam es 
Handley, 
daughler-ln- 
law of Mrs. J. P. Handley, together 
______________ 
_ 
'With 
her 
children, 
of 
Houston, i X T I ^ w C 
Texa.s; and Mrs. J. H. Tucker, of ^*"” '^ BRIEFS FROM 
Jefferson City, daughter of Mrs.’ W . 
E. Hodges. 
The chairm en of the v arious com­ 
m ittees in charge of this occasion 
w ere Mrs. H. E. Randall, Mrs. P. J. 
H andley, Mrs. J. K. Smith, and Mrs. 
W . H. Neeley. 


iliary which 
parish hall. 
The fnn was loaned for the lea 
through the compliments of the pro- 
a 
e Guild. 


Dinner 
Bridge 
Party 
Miss Josephine Candioto will en­ 
tertain fourteen guf^sts at a dinner 
bridge party at her home, 316 W’est 
Fourth 
street, 
this 
ev ening. 


OVER THE STATE 


PERSONALS 


Robert Kahn of W’est Broadway 
and Prospect av enue, is v isiting hi.s 
pi?i'r, .Miss Carman 
Kahn in 
i^t. 
Louis. 
Mr. and 
iMrs. H. 
H. 
Taylor of 
route thi'fo hav e ret urn» d to their 
lion e from a month's stay in Hot 
Sifi'incs, Ark. 
Mr.<. L'Oiiard 
Bouldin, saleslady 
in the women':. d( part mem of the 
Sp Louis clothin.g ^ton , left T hurs­ 
day for a few d.,ys’ v isit with rela­ 
tiv es in Pilot Grov e. 
Mr. and Mrs. Tom .Mason of 611 
Wect Fourth 
.« treet. 
left W’edncs- 
(lay for 
Kan.sa.s City in company 
with their son, Roy. of that place 
who 
has 
been 
enjoying 
a 
shoit 
v i.sit with lii.s parents. 
They made 
the trip by automobile. 
Mrs. Frank Pearson of Fargo, N. 
!>., who has been v isiting Mr. and 
M is. 
W’illiam 
.Moniberg. 
of 611 
W’est Fourth street left W’ednesday 
ior St. r.ouis iToni which place she 
will go to Indianapolis, Ind., for a 
v isit with her .sisser, iMrs. George 
Krass. 


TRIBUTE AT NORTH 
I 
CAPE TO DEAD FLIERS; 


By The Associated Press, 
I 
MOTORSHIP 
NANUK, 
North 
Cape, Siberia, Feb. 27.—The bodies 
of Carl Ben Eielson and Earl Bor­ 
land, 
American 
av iators 
killed 
in 
the crash of their plane last No­ 
v ember 9 while on a flight from, 
i Teller, 
Alaska^ 
to 
this 
icebound! 
iihip, today 
w ere formally 
in 
the | 
keeping 
of 
their 
countrymen 
and 
I 
ready foi' remov al by air to Alaska 
after 
a 
ceremony 
in 
which 
both 
Russians 
and 
.\mericans 
partici­ 
pated here. 
As American and Russian flags 
flew at half mast, the bodies were 
taken 
from 
the 
small 
hut 
where 
they 
had 
reposed 
since 
being 
brought to North Cape and carried 
to the 
funeral 
plane. 
Pilot 
Ed 
Young plans to take off at the first 
fav orable break in the weather. 


UNEARTH MUMMIES 
IN ANCIENT TOMB 


DE S C EN D A N T OF DANIEL 
BOONE DIED W ED N ES D A Y 


DR. BESS SAVED BABY 
O ur 
baby \va.<3 seriously ill 
in 
fall of 19 23 and we spent one hundred 
and twenty fiv e dollars try ing to sav e 
her life, but she grew’ worse until we 
gav e her up as hopeles.s and not ex ­ 
pected to liy e through the night. Dr. 
W’. E. Bess of Sedalia had been re­ 
commended to us and we called him. 
He ex amined the baby and then pre­ 
scribed the 
necessary 
medicine. 
At 
.rnce .she began to .show improv ement 
and in a short 
time w’as 
well. 
Our 
bill from Dr. 
Bess was only a few’ 
dollars 
because 
from his 
v ery 
first 
v isit he knew the cause of the b ab /s 
trouble and gav e medicine that sav ed 
her life. We will gladly v erify these 
ptatement.s. -- MRS. 
MYKL 
KINDLE. 
Route 2, Sedalia. 
Dr. Bess spent many months quali­ 
fy ing in one 
of 
the 
best 
medical 
pchools in New’ 
York City and 
com­ 
pleted his post-graduate work there. 
He also won a life scholarship in this 
Echool, 
by rea.son of 
which he 
may 
study free of charge at any time in 
the future if he wishes to do so. He 
Buarantecs the best of serv ice to all 
his patients at a seasonable price. 
Adv ertisement 


By The Associated Press. 
! 
ST. LOUIS, eb. 27 .-G10SS oper­ 
ating 
rev enues 
of 
$85.315,000 
for 
119 29 were reported by the Soiitli- 
I western 
Bell 
Telephone 
Company, 
— 
; 
ils 5 -state operations in tlie an- 
i nual report made public last uighf, 
the 
more than $7.000,000 ov er 
19 28. 
The 
net earnings av ailable 
for interest and div idends was list­ 
ed as $21 9 38,000, as compared with 
$19 ,583,000 for the prev ious year. 


ST. 
LOUIS, 
Feb. 
27.— Russell 
Miles^ 
27-year-oId negro ex-conv ict 
was 
sentenced 
tao 
life 
imprison­ 
ment for a $35.50 holdup by a jury 
in circuit Judge 
H am ilton’s court 
yesterday. 
The jury needed but 25 
minutes 
to 
reach 
its 
v erdict. 


INDEPEND ENCE, Mo.. Feb. 27.— 
Jesse Proctor Crump, 61, a direct 
descendant 
of 
Daniel 
Boone 
and 
well known in K ansas City financi­ 
al circles, died at Ills home here 
last night. 


THREE ARRESTED IN 
A LIQUOR RAID 


By The Asi:ociated l-iess. 
KANSAS CITY, Feb. 27.—Three 
men, 
including 
Fred 
Houser, 
the 
night clerk, were arrested last night 
in a raid at the Bray Hotel by a 
police raiding squafl seeking liqiior. 
Bill Osborn, 2t, and Earl Hooper, 
20, were arrested in a hotel room 
in 
which 
the 
officers 
said 
tiiey 
found gin. whiskey, labels, caps and 
capping equipment. 
Houser, ihe clerk, w’as arrested 
after he telephoned the hotel room. 
According 
to one 
of the 
raiders, 
v .’ho answ’ered tlie telephone, Houser 
said, "T he re ’s a man at the desk 
inquiring aliont your room key. 
He 
is acting suspicious.” 
The raid w’as m ade following re­ 
ceipt of complaints tha t much liquor 
was being sold at the hotel, officers 
said. 


Su p erio r Qu a lity 
Alwa ys 
Fresh Ro a sted a n d 
Everla stin g ly Dep en d ­ 
a b le. 


At Your Grocer’s. 


SIIELBYVILLE. 
Mo., 
Feb . 
27.— 
Mrs. Vernon L. Drain, wife of Cir­ 
cuit Judge Drain 
died unexpected­ 
ly at her home near here Tuesday 
night. 


ST. JO S E P H . Mo.. Feb. 27.—In­ 
spection 
of state 
hospital 
No. 
2, 
here 
was 
m ade 
yesterday 
by 
a 
group of St. Louisians headed 
by 
Director of Public 
Welfare 
Salis- 
bury, and Roy H. Monier, head of 
! the board of m anagers of the state 
I institutions. 
The City of St. Louis 
j is to start sending patients to tli’e 
j state liospitals about March 15. 


Missouri-Kansas 
Pipe Line Company 
Earnings 
for 
the 
4th 
quarter 
1929, were over two and one-half 
times greater than 
same quarter 
in 1928. 
Company 
has 
no 
funded 
debt 
or preferred stock. Pays dividends 
of 2K20/„ 
quarterly. 
Listed on the 
Chicago 
Stock 
Exchange. 
We 
recommend 
an 
investment 
In this rapidly growing company. 
Price and circulars sent upon re­ 
quest. 
We 
solicit 
your 
inquiries, 
bids 
and offerings of any securities. 
J. G. S T R E A N 
INV. CO. 
Victor Building 
Kansas City, Mo. 


TUNNEY PLANS TO 
GO INTO BUSINESS 


By The A.s.<sociate(l rreps. 
MIAMI, Fla., FtT). 27.—Gene Tuc- 
ncy, retired undefeated heav yweight 
boxing chainj)ion of (he world, plans 
to “get well” he said today, and 
then go into “some business.” Con­ 
v alescing from a recent operation 
in New York the m an who left the 
ring and the championship behind 
IS months ago looked forward w’itii 
keen 
anticipation 
to 
seeing 
the 
heav yweights, who seek the honor 
he 
has 
discarded, 
do 
battle 
to­ 
night. 


SEARCH OVER DESERT 
FOR MISSING PLANE 


By TJie Associated I'ro.ss. 
LOS ANGEl^ES, I''eh. 27.—Search 
for a W estern Air Express tran s­ 
port plane ami its crew’ of tlu'ee, 
missing since Sunday, centered to­ 
day in the San Bernardino moun­ 
tains and the southern reaches of 
the Mohav e desert. 


Not Sometimes—But ALWAYS 
W E C L E A N C L O TH E S T H O R O U G H L Y 


P H O NE 65 
SULLIVAN CLEANING CO. 
212 S. Lamine St. 


DEWEY SMITH IS 
BACK FROM INDIA 


Dewey 
Smith, 
son 
of 
Mr. 
and 
Mrs. W. I). Smith, has arriv ed in 
New 
York 
from 
India, 
and 
wili 
leav e that city in a few days for 
Sedalia. 
He will be m et here by 
his wife and daughter who landed 
on the western coast, and who hav e 
been v isiting IMrs. S m ith’s relativ es 
in Los Angeles. 
Mr. Smith is a representativ e of 
the 
Studebaker 
Automobile 
Com­ 
pany in charge of their interests in 
sev eral foreign 
countries. 


Where 
Youth Chooses ... 


. . . yo u th wa n ts th e sma rtest, th e 
la test . . . th e mo st d a rin g . 
An d 
h ere sh e fin d s a wid e ch o ice in style 
a n d co lo r. 


Sma rtly d ressy a re th ese exq u isite 
n ew sp rin g sh o es. 


D. OF I. HAD MEETING 
WEDNESDAY NIGHT 


^ 
1 he Sedalia Circle, Daughters of 
jlsabellea 
will 
hold 
their 
regular 
I semi-monthly meeting at the K. of 
liall tliis ev ening at 8 o’clock. 
Matters 
of 
importance 
will 
be 
brought up and a good attendance 
is expected. 
Tlie entertainm ent committee has 
'completed jdans for a bridge party 
for tlie public to be held at the K. 
of C. hall on Friday ev ening, Feb­ 
ruary 28th. 
It is expected that this 
party will be as successful as the 
one giv en by them sev ertil weeks 
ago. 


SEDALIA 
BUSINESS 
MEN 


BACK FROM M A R K E T S 
Joscpli Rosenthal, buyer for the 
Rosenthal store on Soutli Ohio av e­ 
nue, and 
G. 
J). 
Householder, in 
ciiarge of the basem ent departm ent 
there, 
are 
home 
from 
St. 
Louis 
w’here they made liberal purchases 
of spring 
and 
sum m er goocis 
for 
that establishment. 
| 
They arriv ed liome well ideased j 
with m arket conditions and found i 
;=n 
optimistic 
sjurit 
among 
othe! ' 
purchasers for generous business in 
tlie coming spring months. 


Cnrd of Thanks 
We w ish to thank our friends for , 
tlieir 
kindness 
during 
the 
illness j 
and at Tlie time of deaUi of our | 
dear mo iicr. 
Also Rev . H» idhrcdcr, ^ 
ib*' 
sinums 
and 
flr:se 
who 
sent j 
flowers. 
Mr. D. C. Tisch. 
, 
Mrs. 
E. Ronton. 
; 
Mrs 
A. 51. Younc. 


Betttif 
Permanent Wav ing i ' 
No Kirks — No Frizies 
' 
15.00 
— 
S7.50 
— 
S8.50 
Guaranteed 
Work 
Special 
S4.0C 
! 
Marcels 
50c— 75c 
Finger 
Waving 
50c 
, 
Thomas Beaute Shoppe 
Ohio 
PhOiie 19 9 ^ 


By The A.^sociated Frets. 
INDEr>ENDENCE, Mo., Feb. 27.— 
Jesse Ih'octor Crump, 62, v ice-presi­ 
dent of the Kansas City Title and 
1 rust 
Comi)any, and 
a direct de­ 
scendant of Daniel Boone, died here 
last night at his home. 


R E LA T IV E S R E TU R N A F T E R 
ATTENDING 
F U N E R A L 


Sev eral relativ es who were here 
to attend the funeral of A. I,. Hy­ 
land 
returned 
to 
their 
liomes 
Wednesday. 
Ihey were Miss Leona Bour and 
Miss 
Sophia 
Bour 
of 
Lexington; 
Mr. and 
Mrs. Fred 
Burke 
and 
daughtei'. Miss Frankie, of Parsons, 
Kans.; 
Mr. and Mrs. Roy K. Ma­ 
son of Kansas City, and Mrs, Denny 
Kieselbach and Mrs. B. Loethen of 
Jefferson Citv . 


By The Associated Press. 
PHILADELPHIA, 
Feb. 
27.—The 
Univ ersity of Pennsylv ania museum 
announced today that it has receiv - 
a cablegram staring that one of 
the 
largest 
collections 
of 
coffins 
i'v er found in one tomb in Egypt 
has been unearthed by tlie univ ers­ 
ity’s expedition at Meydum. 
The coffins, all of which contain 
mummies, range from 2000 years to 
nearly 4000 years 
in age, it was 
stated. 
“Nearly thirty coffins and mum ­ 
mies found in the new tomb,’’ the 
cablegram 
from 
Alan 
Rowe, 
field 
director of tlie expedition 
stated: 
“One coffin contains mummy cov ­ 
eted 
with 
lu'ad 
net 
work 
ov er 
''hich 
is 
a 
golden 
flying 
scarab 
and a gilded mask. Another coffin 
dates from 
the 
twelfth 
dynaty 
about 2000 B. C., and is cov ered 
v 'ith 
texts. 
Now 
opening 
other 
great tombs. 
“The tomb seems to be really a 
cache of 
coffins 
and 
mummies 
'v hich had been collected together 
and stored there for some reason 
or other. 
From the bottom of a 
tieep 
ph, 
eight 
chambers 
radiate 
in v arious directions. About fiv e of 
these 
chambers 
are 
piled 
ceiling- 
high 
with 
broken 
and 
unbroken 
coffins. The cache has apparently i 
nev er been robbed. 
“This is the biggest find of cof-' 
I ins I hav e ev er seen in Egypt and 
is of tlie greatest importance, it is 
of 
course^ 
yet 
too 
early 
to , say 
what they contain.” 


SUIT DISMISSED IN 
THE CIRCUIT COURT 


A suit filed by Forest Poindexter 
against the State Board of Agricul­ 
ture, in which the plaintiff asked 
for $2,000 damages lor damages al­ 
leged to hav e been done to cattle 
from drinking from a stream pol­ 
luted by waters flowing from the 
State Fair grounds, wa.‘i dismissed 
today when the court found for the 
defendant on a motion filed. 
The court f='und that the art ion 
for 
damages 
to 
the 
cattle 
of 
a 
renter by reason of polution of the 
w’aters of a stream flowing tiirough 
the land used for pasture purpos­ 
es was not maintained on account 
of b^ing an action for damages to 
personal 
property 
distinguishahle 
trorii real property. 
Ihe case had iieeii set for trial 
Frida V. 


A S T R A W Vote 
For Spring Millinery 


We’v e been promising you straws would be v ery 
much “in” this season—and you will be con­ 
v inced when you see our showing of new hats. 
They are so distinctiv e. Price 


I G R E A T E R ACTIVITY FOR 


MISSOURI PACIFIC SCOUTS 


5 iembcrs of 5 Iissouri Pacific troop 
No. 12, Boy Scouts of America, hav e 
taken on renewed activ ities under 
their new leader. C. 1. Phipps. The 
boys are eagerly awaiting their trip 
Saturday to the Scouts Circus at 
St. Louis, announcement of which 
has been prev iously made. 


Childrens Hats 
$2.9 5 
$3.9 5 


A R R A N G E M E N T S ARE MADE 
FOR A Y OEM A N CARD PARTY 


Arrangements for a card party, 
the first of a series to be held dur­ 
ing 
the 
coming 
60-day 
driv e 
for 
members, 
were 
completed 
at 
a 
meeting of the American 
Yeomen 
Wednesday night in Yeoman hall, 
ov er the Strand Theater. 
5Ir. 
and 
Mrs. 
W. 
D. 
O’Baiinon 
will be assisted by the standing so 
cial committee, composed of Mrs. 
C. E. Craw’ford, Mrs. J. J. Watkins, 
and 
Mrs. 
L. 
R. 
Rhodes. 
A 
St. 
Patrick’s Day motif will he fcllow’- 
ed. 


REPORT GIVEN ON 
b u il di n g co n t r act s 


S I. 
LOTTIS, 
Feb. 
27.—Constnic- 
Bon contracts awarded in .Missouri 
in January totaled .$ 1,620.400, com- 
I» ared with $6,834,300 for the preced­ 
ing month and $11,9 37,100 in J a n ­ 
uary, 19 29 , the F. W. Dodge cor­ 
poration reported today. 
Contemp- 
plated 
W’ork 
reported 
in 
January 
amounted to $12.388,300, compared 
with $26,817,600 for the same month 
a year ago. 
The residential class 
was the most prominent last month, 
witli $1,856,500 or 40 jier cent of 
all construction. 


Card of Thanks 
We wish to take tliis means of 
expressing our appreciation to all 
those who assisted at the time of 
the illness and death of our dear 
sister Anna Sophia Almquist. and 
to lliank those who sent flow’ers. 
The Almquist Families. 


SEDALIA 


Divorce Action 
Filed 
THIS COUPON 


To all drivers of 
Loveland Fuel & Feed Co. 


Alleging 
non-support 
and 
deser­ 
tion, 
Mrs. IP len Self today 
filed ' 
a 
div orce 
in 
the 
circuit 
court 
against Floyd Self. 
She asks for 
the custody of their minor child. 
Sliain, O'Bannon and 
Shain are 
¡attorneys for tlie plaintiff. 


Worth 
$1. 00 


MADE SPRING PURCH ASES 
IN EA S TE R N 
M A R K E T S 


M illiani W aldman is liome from 
a trip to New York and w’h le v isit­ 
ing the eastern m arkets made ex­ 
cessiv e 
purchases 
of 
latest 
crea­ 
tions for W aldm an’s ready-to-wear 
department. 
A 
choice 
assortment 
of spring and sum m er attire will 
scon arriv e to add to earlier ship­ 
ments. 


Onrd 
of Thanks 


We wish to thank our neighbors 
and friends for their kindness and 
sympathy at the time of the death 
ot our father and husband, A. L. 
Hyland. 
Also thank Rev . Hurd, the 
singers 
and 
those 
who 
sent 
the 
beautiful floral offerings. 
Mrs. A. L. Hyland and Children. 


OPERATING 
r e v e n u e 
LESS PAST MONTH 
ST. 
LOUIS, 
Feb . 
27.—The 
W a­ 
bash raihv ay today reported operat­ 
ing rev enues 
for January 
of $5,- 
300,034 
compared 
with 
$5,788,318 
for the same month last year. 
Rail­ 
way operating income was $708,336. 
as compared with $1.126,750 in Ja n ­ 
uary, 19 29 . 
Surplus apjilicable to 
interest 
was 
$507,308 
as 
against 
$9 08,667 last year. 


Banprcroug heart deorea- 
NiSTURE^I^REMFnv ^ purely v owtablo 
s> REMEDY and pet rid of th* 
NoTHL^r’keSD 
trouble* 
flk 
^ J 
^ 
t'Oiousness, sick head- 


The All-Ve^eta hle La x a tive 


r(ifi I.STE 10 OISSSIFY 


= 
Gn presentation of this coupon with 
payment 
by 
customer S 


~ 
you are authorized to deduct S1.00 from the regular price on 
= 


= 
load of 2 tons or mors of any kind of coal. Not good after S 


= 
March 10th, 1930. 
~ 


I LOVELAND FUEL & FEED CO. I 


i s : 
201-15 East Main St. 
Phone 223 
=2 


Ma k e the test to nig ht 


HOME FROM PURCHASING 
VISIT 
IN 
ST. 
LOUIS 


Allx^rt Arenson, proprietor of the 
Arenson 
Clothing 
and 
Furnishing 
Company on W’est Main street, is 
home from a purchasing trip to SI. 
Louis. 


¿ 3 u íéd a n ea r 


WSSê 


LODGES 


Masonic Notice 
St. Onier Com 
A 
mandery 
No. 11 


in special 
con- 
clav e Thursday, 
February 27, at 
7:30 p. in. This conclav e is for re 
hearsal w’ork. Full form opening. 
E. P. CARL, Commander. 
L. S. HARRIS, Recorder. 


100 Country 
Sugar Cured 
On Special Sale Friday and Saturday ! 


These are wonderful HamsThey weigh around 12 to 15 
pounds. Hickory smoked and sugar cured. Ex tra fine 
and guaranteed to be satisf actory -Attend Early . 
Per 
Lb. 
As Long as 
TIaey Last 


Yours For Business 
Pettis County Mercantile Co. 
114-16 S. Osage 
W. E. Driskell, Pres, a n d Gen Mg r. 
Phone 9 9 
W. I. Ja co b s, Sec y a n d Trea s. 


FLOWERS! 
For Friday and 
Saturday We 
Offer 


^ » > ) 


SPE C IA L .. $1.00 


9 Carnations, 6 Spring Flowers, 
Jonquils, 
Freesias, 
Calendulas, 
6 
Fussy Willows 


for 
......................... 
$1.00 


Phore 421 
W. 
We 
Deliver 
ARCHIAS’ 
FLORIAL FO. 


Fourth and 
Park Avenues. 


O. 
E. S. Pettis Chapter 
¥ 


.Pettis Chapter 279 , O. 
E. S. w’ill meet Fri- 
, 
(lay 
ev ening, 
F^dnu- , 
ary 28, at 7:30 p. m. i 
Social ses.sion. 
Visit­ 
ing Stars welcome. 
(’LEO BOSTON. W’. M. 
E T H E L M. JONFS, Sec'v . 


Y E O M E N A TTFNTION 
Dav y 
Homestead No. 2156. 
Brotherhood 
of 
American 
V uomen meets ev ery 
V\ ed 
nesday 
night 
on the 
third 
floor 
ov er the Strand Theatre 412-414J2 
:>hio streels. 
First and third W en 
nesdays are business sef siens. 
A I! 
members and v L^iting Yeomen 
are 
cordially inv ited to attend. 
MINNIE L SNYDER. Cor. 
J, .1. U a TKI.N’S Pnreraan 


Esa 
LAST DAY of MID-WINTER SALE 
FRIDAY FEBRUARY 28 TH. 
YOUR LAST OPPORTUNITY TO TAKE ADVAN- 
TAGE OF THESE MONEY-SAVING 
PRICES ON 
THE FOLLOWING ITEMS 


FOR SALE 
5 room 
house; 
lights; 
well 
barn-garage; southwest; $12(X3 
easy terms. 


Others, 
any 
direction, 
on 
easy terms. 


260 acre 
stock 
farm; 
take 
small 
house 
and 
carry 
back 
loan. 
Herbert L. Zoernig 
Real Estate & Loans 
401 South Lamine 


Electric Gy rator Washer 


Gu a ra n teed Ten Yea rs 


Special 


$ * ^ ^ . 5 0 
7 3 


Majestic Electric 
Vacuum Cleaner 


Gu a ra n teed Five Yea rs 
Cash Price 


Less attach­ 
ments. 
Easy 
Payments 
$3 down 
$4 monthly 


1 Sell Homes At 
Auction. 
KEMP 
HIERONYMUS 


C E D A R D A LE 
FARM 


HAWTHORNE FLYER BICYCLE—Last chance to buy 
at this low price ............................................................................ f5 « jU© I D 
AIRLINE RADIO SET—8 tube model—Very attractiv e 
Priced less equipment ................................................................ 


SENSATIONAL BATHROOM BARGAIN—Complete three piece bath- 
room outfit, which includes 5 foot leg bath tub, round front aoron style 
lav atory, syphon washdown closet outfit. 
Of? 
$75 v alue. Special............................................................................ d d l « iuD 


S43.50 


MOIVTGOMERY WARD &C0. 
206 S. Ohio 
Sedalia, Mo. 


V 
M 
W 
f o 
i 
’ K 
i H t ; » JbU A L iA , 31U.. iifciVlUL^KAX, 
IH U K S IJ A Y , J E B K IJ A K Y 27 , ly .m 


The Ha t tha t is b eco ming to yo u is a 
B. S tetson 
—For genera tions the first choice of well 
dressed men. 


By choosing a Stetson you a re wea ring 
the sa me qua lity a nd sa me style ha t tha t is 
worn in the most fa shiona ble centers of the 
world. 
All the New Spring Shapes and 
Colors Now Showing 
at $8.50 


See Wind o w Sho wing , 


L ou is Q o H tin g C a 
« TW m MHH 
WfWKm BMW Ibdb 


V 
f l g T F T i m 
» 
F O R M E M A N S U 
^ 
E 
M 
/ 
• 


Seda lia . 


Bunceton Items 


Co rrect And Stylish 
Corroct fitting gla sses, comforta ble to the eyes 
a nd htvle to the wea rer. 
Exa mina tion by a p- 
pointmrni. 
DR. F. O. MURPHY 
Optometrist 
Seda lia N a tion|l Ba nk BIdg. 
3rd & Ohio 
Public Sa le! 
At my fa rm, 5 miles North of Seda lia , on Highwa y 
65, a cross the roa d from the Bothwell School 
Henderson’s 
Du roc Bred Sow Sale 
40 HEAD, SELLING 
Wednesda y, Ma rch 5th 
BEGINNING AT 1:00 P. M. 


In this sa le will be sold 40 Hea d of Sows a nd Gilts tha t will fa r­ 
row in Ma rch a nd April. 
These Sow^s a re bred to my Longview Boa r 
a nd my McFa rla nd Boa r. 
These hogs a re a ll pure bred but not reg­ 
istered. 
They ha ve been va ccina ted a nd I consider them immune. 
J will a lso sell some good Young Boa rs a nd some Shoa ts. 


The following Ca ttle will a lso be sold: 
X Bla ck 
Cow, 6 
yea rs 
old, fresh 
April 1. 
1 Jersey Cow, 5 yea rs old, ca lf by 
side. 
1 Bla ck Cow, 5 yea rs old, ca lf by 
side. 


0 2-yea r-old 
Jersey 
Heifers, 
fresh 
soon. 


1 Jersey Cow, fresh soon 


I ’McCormick-Deering crea m sepa ra ­ 
tor. 


Cha rlie 
a nd 
Kemp, 
Aiicts. 
F. Wa sson, Clerk 


TERMS: CASH. 
A. C. HENDERSON 


These Pictu res Tell the Story 
of Voss Su periority 


you Wa sh In IBS ^ The Vo» » Axlté« 
IMif 'Alwà ri • 
Sö d» —nt the 
“ tor W a sh« » In 
l'a li» to thoBot- 
Top 
the Suds—-a t thg 
tom of Uie Tub 
T op 


(By 
Mrs. 
Ethelyn 
Nelson) 
Mrs. 
Nick 
Wolfrum 
returned 
home Sunda y from a visit with rel- 
a tvies a nd friends in Ka nsa s City. 
L. G. Pa rker wa s a business vis­ 
itor in Seda lia Monda y. 
Dr. W. H. Elliott a nd son, Joseph 
.spent the week end in Columbia 
with Mrs. 
Elliott a nd 
sons, Ra y-1 
mond a nd Junior. 
Miss i]mma Ma e Wooler>' spent 
Sunda y night in Boonville with rel­ 
a tives. 
Cla yton Eichelberger a nd fa mily 
spent the week 
end 
in 
Seda lia 
with Mr. a nd Mrs. George Helms. 
Porter Tumy a nd son, of Boon­ 
ville, spent Sunda y a fternoon with I 
his mother, Mrs. Louis Edson. 
Emmett a nd Eldred Boulwa re a nd 
Louis Koontz of St. Louis, spent 
the 
week 
end 
with 
Mrs. 
Jennie 
Boulwa re. They were a ccompa nied 
home by Mrs. Cha rlie Edmonston 
who ha d spent the pa st month in 
the 
city with 
her son-in-la w^ a nd 
da ughter, 
Mr. 
a nd 
Mrs. 
Russell 
Koontz. 
Mrs. W. R. Wilson a nd son, Eu­ 
gene of Herma nn, Mo., ca me la st 
week 
for 
a 
visit 
with 
rela tives 
here a nd in Boonville. 
Mrs. G. E. Ensley a nd Miss Ruth 
Ha rdy spent Monda y a fternoon in 
Tipton where Miss Ha rdy is ha ving 
denta l work done. 
Mr. a nd Mrs. Edga r C. Nelson 
a nd T. A. Nelson, Jr., of Boonville 
spent Sunda y a fternoon with their 
mother, Mrs. T. A. Nelson, Sr. 
Dr. Howa rd Lee returned home 
Sa turda y from a business trip to 
St. Louis. 
Mr. a nd Mrs. F. A. Ca se of Ka n­ 
sa s City spent the week end with 
Mrs. Ca se’s pa rents, Mr. a nd Mrs. 
Thoma s Woolery. 
Mr. 
a nd 
Mrs. 
Cla ude 
Ferguson 
a nd da ughters of Tipton spent Mon­ 
da y 
evening 
with 
Mr. 
a nd 
Mrs. 
Sa m T. Smith. 
Misses Virginia a nd Ma ria m La th­ 
a m spent the week end a t Ca li­ 
fornia with their pa rents, Mr. a nd 
Mrs. Will La tha m. 
Miss Ma rtha Ha yes of St. Cha rles 
ca me Sa turda y for a visit with her 
brother-in-la w a nd sister, Mr. a nd 
Mrs. George Hedgpeth. 
Miss Fra nces Thompson spent the 
week end with her pa rents a t Ma r­ 
sha ll. 
Mrs. W. T. Hedgpeth a nd ba by 
da ughter spent the w^eek end with 
ner mother, Mrs. Ellen Burk a t Clif­ 
ton City. 
Mrs. Norris Moore, Mrs. J. W. 
Knettle a nd Mrs. Ra y Kelly were 
shopping in Boonville Thursda y. 
Miss Jennie Lee Sta rke spent the 
w^eekend with her pa rents, Mr. a nd 
Mrs. Roger Sta rk a t Otterville. 
Mr. a nd Mrs. Sa m T. Smith a nd 
Mrs. F. C. Betteridge spent Frida y 
in Boonville. 
W. J. Boschert a nd Mrs. W. L. 
Nelson of Columbia spent Thurs­ 
da y night with Mr. a nd Mrs. Clyde 
Nelson. 
Mr. a nd Mrs. George Alexa nder 
of Boonville spent Monda y evening 
with Mr. a nd Mrs. Sa m T. Smith. 
Misses 
Elnore 
a nd 
Ma ry 
Alma 
Pa lmer were delega tes a t the B. Y. 
P. U. convention held in Boonville 
Frida y a nd Sa turda y. 
Ma rsha ll Wood a nd fa mily who 
ha ve been living on the Ra vens- 
wood fa rm moved Monda y to the 
Clyde Nelson fa rm where he will 
be employed this summer. 
Brent Peters ha s moved his op­ 
tica l 
goods 
to the 
office of the 
Light Co. w'here he will ha ve his 
office a nd a lso ta ke ca re of the 
light 
office 
business 
until 
Sa m 
Smith, who wa s injured some time 
a go, is a ble to look a fter the busi­ 
ness a ga in. 
A progra m of sa cred music wa s 
given a t the Christia n church Sun­ 
da y evening under the direction of 
Mrs. C. W. Cully. The progra m wa s 
of unusua l merit, a nd a number of 
ta lented 
musicia ns 
wa s 
hea rd. 
Among those present w*ere Mr. a nd 
Mrs. Dodson Cully, Mrs. Ma ck Ha r- 
ned, Mrs. Glenn Hollida y a nd L. G. 
Pa rker. 
A ta lk wa s given by Mrs. 
Clyde 
Nelson. 
No a dmission 
wa s 
cha rged, but a free will offering 
wa s ta ken, which a mounted to $16.- 
17 wiiich will be used for mission­ 
a ry work. 
The 
a nnua l 
eighth 
gra de pla ys 
w'a s given Februa ry 20 a t the Prin­ 
cess thea ter, title: “ How the Ra ce 
Wa s Won.” 
The ra ce w^a s between 
Hilton Junior high school a nd Wa r- 
burton 
priva te 
school. 
A 
number 


Only For People 
Who Wa nt The 
Most in Radio! 


A 
YEAR.' 
noPAJf; 


Clinton Items 
Tulsa , Okla ., to visit her a unt, Mrs. 
Ra y Wa de. 
—----------- 
# 
Mrs. 
C. 
H. 
Whita ker a nd 
her 
(By Mrs. Louise Fra ncisco) 
|da ughter, Mrs. Otto Gerha rdt, enter- 
Mr. a nd Mrs. J. Fa y Minnis a nd 
a number of their friends 
little da ughter Ma rilyn, ha ve return­ 
ed from a visit with rela tives in 
Appleton City. 
Clinton friends ha ve received the 
news of the birth of a son born 


a t their home 
on 
South 
Second 
street 
Sa turda y 
a fternoon 
a t 
a 
bridge luncheon. The event w^a s in 
honor of Mrs. Frederick Livingston, 
a recent bride. Guests were sea ted 
to Mr. a nd Mrs. Allen George for- 
ta bleé a nd in the series of 
merly of Clinton, but now of 
G r a n d - w ' h i c h followed trophies being 
view. 
Mrs. 
George 
wa s 
formerly 
1 
Sidney Ha ysler a nd 
Miss Ma rlon Ha ire. 
¡Miss Ma rga ret Owen, a nd a guest 
Ja mes L. Cole of Des 
Moines, i 
given to Mrs. Livingston. 
Iowa , is the guest of Mr. a nd Mrs! j 
Kenneth 
Gutridge 
ha s 
gone 
to 
Irving Bush for a few da ys. 
jBixby, Okla ., a fter a visit with his 
Cleve Ca lla wa y ha s returned from ¡ Pa rents here, 
a month’s sta y in Mia mi, Fla . He 
Clifford Smith of 
will spend a few weeks here with Huntsville, Mo., a re here to visit 
his fa ther, Jerry Ca lla wa y 
b e f o r e t rela tives. 
returning to Ma nila in the Philip- 
J- T. Anderson a nd son of Twin, 


TH INK OF IT! 


A 7-Tub e Screen Grid 
All-Electric 


Ba la nced Unit Ra dio in 
the Bea utiful New 
Console Model 


ONLY 
OO 
Less 
Tubes 
1 a oi I ] k 


pine Isla nds w^here he is employed 
with the Philippine Refining Co. 
Miss Ann Britts a nd Miss Eu­ 
genia Owen ga ve a bridge dinner 
a t the Britts home on Monda y eve­ 
ning, the event being in honor of 
Mr. a nd Mrs. Frederick Livingston. 
Guests were sea ted a t six ta bles 
a nd a delicious dinner wa s served 
in courses. Prizes were won by Mrs. 
C. A. Ba rnett a nd Cha rles Ga ines 
a nd guest prizes were given the 
guests of honor. 


of specia lties were given between 
a cts, including a number of da nces 
by Misses Billie La tha m a nd Bettie 
Kidd of Ca lifornia . 
About fifty-one 
dolla rs wa s rea lized from the sa le 
of tickets. 
The Bea u Not Bridge club met 
Monda y evening with Miss Lucile 
Lewis a t the home of her pa rents 
Mr. a nd 
Mrs. J. F. Lewis, Miss 
Louise 
Ferguson 
of 
Tipton, 
a nd 
Mrs. C. E. Ka sle of Boonville were 
guests. A da inty pla te lunch w^a s 
served. 
Miss Mildred Lewis of Jefferson 
City spent the w'eek end with her 
pa rents, Mr. a nd Mrs. J. F. Lewis 


d ie o n ly Wa sh et 
th a td ea n s b y th e 
HAND WASHING 
METHOD. 


O u r first shipment of the n e ^ 
VOSS W ashers has ju st arriv ed» 
and tomorrow y ou may see the 
w asher that is creating su ch a sen-i 
sation— the first to su ccessfu lly 
du plicate the gentle thorou ghness 
of the Ha nd Wa shing Method^ 


T he VOSS alone, of all the 
washing machines made, enjoy s 
The Floa ting Agita tor this adv antage, for only the VOSS 
» * . 1 
has a Floating Agitator. A nd it is 
po.-iMi*. !ha the Floating A giU tor which en- 
Hand Wa« *u iu r .ii. fUid, 
ables the Voss to wash clothes 
ju st as y ou wou ld 
b y hand——in the clean, activ e su ds at the top 
of the tu b, and away from the dirt, which set- 
^ 
ties to the bottom. 


Fa lls, Ida ho, a re here to visit a t 
the home of C. J. Wolfe. 
Mr. a nd Mrs. Arthur Ha ysler of 
Ka nsa s City were here on Sunda y 
to a ttend the funera l of the la te 
Kit Anderson. 
L. L. Dorra nce is spending this 
week in Ha rrisonville on business. 
Bob 
Ba tes 
of 
Sa lt 
La ke 
City, 
Uta h, is here to spend a few w'eeks 
with his mother, Mrs. F. R. Ba tes 
a nd his sister, Mrs. Lester Buch­ 
a na n. 
Miss Elva Lorra ine Simmons a nd 
^Hs. J. T. Ta nnehill ha s returned 
Joseph Va ughn were ma rried a t the 
home of the bride’s pa rents Mr. a nd 
Mrs. 
Jess 
Simmons 
on 
Sunda y 
morning. A ba nk of ferns formed a n 
a lta r. The ma rria ge wa s performed 
by Rev. John Clythe. Miss Gla dys 
Kinca id a nd Hine Ca meron stood 
up with them. They will be a t home 
in Clinton a fter a short wedding 
trip. 
Mr. a nd Mrs. J. L. Goss Jr. spent 
the week-end in St. Louis with Mr. 
a nd Mrs. Dodson Goss. 
Mr. 
a nd 
Mrs. 
La wrence Crotty 
left Monda y for Ka nsa s City where 
Mrs. Crotty will enter Resea rch hos­ 
pita l for trea tment. 


home a fter spending 
the 
winter 
with rela tives in Gra ndview. 
Mr. a nd 
Mrs. 
Russell 
Ha rvey 
ha ve 
returned 
from 
Ka nsa s 
City 
where they ha ve been for severa l 
months. 
The following ma rria ge licenses 
ha ve been issued: 
Chester L. Wa lker, Clinton a nd 
Mildred White, Clinton. 
Clifford R. 
Ferguson, 
Kea rney 
a nd Zora P. W’inn, Appleton City. 
Ea rl Bunch, Clinton a nd Mildred 
Huey Clinton, Mo. 
Joseph 
E. 
Va ugh, 
Clinton 
a nd 
Elva L. Simmons, Clinton. 
George Robert Pogue, Browning- 


Special D ollar Day ! 
Frid a y, Feb rua ry 2 8th 
Ex ceptional Valu es in 
Standard Merchandise 


$1.5 0 M ediu m weight Unionsu its. .$1.00 
7 5 c and $1.00 Shorts, 2 pa ir ............... $1.00 
5 5 c and 7 5 c M en’s Hose, 3 pa ir___ $1.00 
$1.5 0 and $2.00 fabric G lov es. . . .$1.00 
35 c H andkerchiefs, 4 f o r ................... $1.00 
$2.5 0 and $3.00 M u fflers ............... $1.00 
$1.5 0 Flannelette night Shirts ....$1 .0 0 
$2.00 Flannelette P a ja m a s ............... $1.00 
One Lot $2.5 0 and $3.00 Sw eaters. .$1.00 
7 5 c Fou r-in-hand Ties, 2 f o r...........$L00 
One Lot M en’s $2.5 0 and $3 C^ps. .$1.00 
5 0c W ool Hose, 3 pair f o r ..................$1.00 
$1.25 Neckwear, spring pa tte rns .. .$1.00 


HIN.WEAK.NERVOUS? 
Get new hea lth, pep, nerve force; ba nish 


------------------- 
drug store toda y. 
Uttle ta blets, highly concentra ted. More 
powerful, speedier, different, superior to 
omnedica ted yea st Ma nufa cturer refunds 
money if results don’t a ma ze. Sta rt toda y. 


Mrs. 
Cla rence Boyer of Mia mi, 
Muriel O. Huey, Clinton. 
Okla ., is here to spend a few^ da ys 
— 
with her pa rents, Mr. a nd Mrs. W. 
W. Gutridge. 
Mrs. Lewis Covington ha s been 
ca lled to Okla homa City, Okla ., by 
the serious illness of her fa ther. 
Glen O’Ha re ha s returned to his 
home in Collins, a fter a visit with 
his sister, Mrs. Ba ker Ra gla nd. 
George Kessler ha s been ca lled 
to Kirksville, Mo., by the dea th of 
his fa ther, John F. Kessler. 
Miss Luoy Lewis Covington enter­ 
ta ined her bridge club a t a dinner 
pa rty a t her home on Ea st Green 
street on Wednesda y evening. A de­ 
licious turkey dinner w'^a s served 
a nd in the series of ga mes of bridge 
which followed prizes w^ere won by 
Mrs. Louis Fra ncisco a nd J. F. Min­ 
nis. 
Mrs. Sidney Ha ysler ha s gone to 


HOUSEHOLD SALARY LOANS 
$100 
$?00 
$300 


Our charge is 2 |/2 % P « r month, which includes all interest. 


Co urteo us 
----------- 
Co niid entia l 
Ca ll, p ho ne o r write 
PUBUC LOAN CORPORATION 
108 E. 5th St. 
Phone 108 


Direct Du nlop 
Tire Store 
701 S. Ohio 
Genuine Dunlop 
r r 
size 29 x500 .............. .vO » D D 
Genuine 11 Pla te 
Ba ttery ..................... 
26,000,000 Dunlops Now 
Running 
$5.45 


SPEARS- 
SHIP BY TRUCK 


D 
A 
I L 
Y 
T 
R 
I P 
S 
Sedalia to Kansas City 


Reg ula r trip s a lso to Ca lli o r nia , 


J eiierso n City, Eld o n, Ba g na li a nd 


intermed ia te p o ints. 


P 
h o n e 
914 
SPEARS-SHIP BY TRUCK“ 


w ry-— 


. 
■■w.. M 


Noonday Luncheon 


o5c served by la dies of Pioneer 
Missiona ry Society M. E. church, 
South, Fifth a nd Osa ge. 11 a . m. to 
1 p. m., Frida y, Februa ry 28. 


Ì 
t 
C a r M a kin g A u to J S sio n i, in 
Y 
in S p é ^ S T fM : 
i f c f j z o A 
o ü M 
. 
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T IR E A N D W H E E L S T O L E N 
F R O M C A R IN D A Y L IG H T . 


The Ba rd 
Drug 
Compa ny 
on 
South Ohio street reported to the 
police sta tion 
yesterda y 
evening 
tha t some one ha d stolen a spa re 
wire wheel a nd tire off of their 
Ford delivery truck some time dur­ 
ing the da y. The truck wa s pa rked 
in the a lley a t the rea r of the drug 
store. 


300 ROOMS 


D o w n to w n , wiUi 
prW ote ba th —cir- 
cnLatiog ipe w ater, 
a ll ont» ide ex poiK 
n r r a —am ple pa rk ­ 
ing tipace, g arag e 
faeilitie« . 


H ow ard B rw nt, 
Ma n a irer 


PISO 'S 
for 
COUGHS 


P I S O *S 
gives quick, 
effective relief. 
Plea sa nt, sooth­ 
in g a nd h ea lin g. E xc e lle n t for 
---------------- 
children — conta ins no 
opia tes. Successfully 
used for 65 yea rs. 35c 
a nd 60c sizes. 


Q U I C K 
RELIEF 


R uptured ? 


B E W 
A 
R 
E ! 
TW aaaatfs of porsoiu oro bolsig 
▼ letlnlx od oocii jreor hjr folao 
ololm s of ^Snro - Gnro*^ 
nsptu re treotm ents. 


TH IS IS THE N EW STRAIG H T 8 
THAT STARTLED THE INDUSTRY 


T H E L O W E S T - P R I C E D E I G H T I N T H E W O R L D 


O th e r m odern featu res inclu de balloon roller 
w ring e r; porcelain er 
tu b; enclosed m ech ­ 
anism . ru nning in oil L ath; specially designed 
motor, 
etc. 
City Light & Traction Co. i 
Phor.e 7 7 0 
^ 


L 
A l addi n 


^ 
H 
O 
T 
E 
L 


WYANDOTTE 
SOUTH cf J2/^' 


/^U T SID E of a su rgical operation, a 
good tru ss, correctly fitted, is the 
only safe relief for ru ptu re. 
You r indiv idu al requ irements may call 
for one of the v ariou s “ Ex celsior” No n ~ 
S lu d S p o t Pa d Tru sses 
—the new, per­ 
fected, light-weight ty pes which requ ire 
only one-naif the pressu re of all other 
sty les. 
A sanitary , ru bber-cov ered “ Spot 


■K a 
n 
s 
a 
s 
c 
i t 
v 
, m 
c 
. 


Pad” fu rnishes p ro p er p ressu re exa ctly 
wh ere n eed ed ! 
We hav e a Complete Line— All Sizes. 
O u r fitter, ex perienced in all ty pes of 
Hernia (Ru ptu re), will gladly giv e y ou 
FR E E CONSULTATION and ADVICE. 


Do n ’t Dela y — Resu lts Gu a ra n teed . 
COME TO US A T ONCE, W E CAN 
H E L P YOUI 


Mertz Dru g Co. 
210 So. Ohio 
Prompt 
deliveries 
Phone 
265 


Weeks a go, lea ding newspa pers 
were informed of a mysterious 
new eight-cylinder ca r which 
wa s performing a lmost incred­ 
ible fea ts on the grea t na tura l 
proving ground in the steep 
mounta ins of Pennsylva nia . 


Out of cnriosity, a nd sensing a 
news story, a utomobile editors 
hurried to the mounta ins to in­ 
vestiga te. There they joined in 
a ctua l driving tests under con­ 
ditions of their own selection« 
They sa w a nd experienced fea ts 


of performa nce tha t set them 
writing columns of pra ise a bout 
a new motor ca r whose very 
na me wa s still a secret. Now is 
revea led the na me of tha t mys­ 
terious ca r—the ca r they pro­ 
cla imed a sensa tion. It is the 
new Chrysler-built Dc Soto 
Stra ight E ight—the lowest- 
9 63 


AND UP, F. O. B. DETROIT 


priced Eight in the w or l d a 
ea r tha t comes before the pub­ 
lic on the wings of a na tion­ 
wide chorus of expert a pprova l 
a nd commenda tion. 


On the ba sis of overwhelming 
dolla r va lue, the new De Solo 
Stra ight Eight, beyond a ll doubt, 
is a s outsta nding in the eight- 
cylinder field a s its fa mous 
com pa nion ca r, the Dc Soto 
Six, is outsta nding in the field 
of sixes. Every compa rison 
una ltera bly verifies this fa ct. 
E § OTO 
S T R A I G H T 
e 
i 
g 
h 
t 


SEE IT N O W ! 
Minot Motor Co* 
Sedalia, Mo. 
415 S. Osa ge 
Marshall, Mo. 
163 S. La fa yette 


FKBRLÌAKY 27, 19 3 0. 
Pho ne 126 
and ask abou t the following Lau n- 
dry serv ices we hav e to offer: 
p er p ou nd 
p er p ou nd 


Wet Wash............... 5c 


Minimum 
Charge 76c 
Rou g h D ry.............. lOc 


1^1 
Minimum Charge 61c 
Flat W o rk.................IQc p er p ou nd 
_ 
^ 
Minimum 
Charge 6ic 
Family Finish ......... 16c p er p ou nd 
Minimum 
Charge $1.01 


Sweet Spring s Items 
Walter Smith 
Henry Long e- 


i By Mrs, Waldo Andrew.) 


PLAIN AND FANCY DRESSES 
. SUITS AND OVERCOATS 
Gleaned and Pressed 
— 
$ 1.00 — 


Dorn-floney lau ndry fi 


P h o n e Clea ners—Ha tters—Dyers P h o nC 
126 
201 E. Third St. 
126 


J ACK WILLIAMS 
RADIATOR SHOP 
All Radiator Work Guaranteed 
Welding: f-*ectric and 


213 So. Osage 
Acetylene 
Phone 489 


THE TEXAS WONDER 
Fo r Kidney and Bladder tro u bles, 
rheu matism and g rav el. 
By mail 
$1.25. Small bo ttle o ften cu res. 
Send for swo rn testimo nials. Dr. 
E. W. Hall, 367 9 Oliv e street, St, 
Lou is, Mo. Sold by dru g g ists.—Adv 


DRS. 
C A R T E R — DENTISTS now 
on 2nd floor Sedalia Tru st Bldg . 


Mr. and Mrs. William French of 
Kansas 
i ’ity 
sp ent 
Su nday 
here 
with her sister, Mrs. Jo hn Hick lin 
and family . 
Mr. and Mrs. C. W. Shank s and 
so ns 
W illiam, Cly de and 
Eu g ene 
wp re week end g u ests of Mr. and 
Mr.'. Lou is King . 
Mrs. H. N. Long and little son, 
l)i* k , of St. Lou is are here v isiting 
her p arents. Mr. and Mrs. J. F. 
Ev ans. 
Mrs. B. T. Bellamy left Satu rday 
for a week ’s v isit in Kansas City 
v ith Miss Jessie Bellamy and Mr 
, and Mrs. Ro bert Bellamy . 
, 
Mrs. F. H. Tisdale went to Mar­ 
shall Tu esday wiiere she was one 
of the ho stesses at a tea g iv en by 
jthe o fficers of the Marshall chap - 
; t( r of the D. A. R. 
Mr. and Mrs. Glen Gibson left 
I Friday 
fo r 
Maitland. 
Mo., 
where 
they will v isit her p arents, Mr. and 
■ Mrs. McEnty re. 
I 
Dr. J. H. Owens retu rned Satu i- 
I day from Kansas City where he had 


I been for sev eral day s on bu siness. 
Miss Odie Berry is in Indep eiid- 
I ence v isiting her sister, Mrs. Gal­ 
loway and Mr. Galloway . 
t oach R. A. Wilson of the Sweet 
j Sp riiig .s hig h school acco mp anied by 
I riio nias 
Slu erk e, 
Warren 
Garst 
I Mau p iii, James Wall, Melv in Heer- 
I man, Warren McGu ire and Haro ld 
Berry went to Colu mbia Friday ev e­ 
ning to witness the Missou ri-Kansas 
bask et hall g ame. 
Mr. and Mrs. Jo sep h Berry and 
Mr. and Mrs. Van of Kansas City 
and Mr. and Mrs. A. F. G’Sell of 
this city were dinner g u ests of Mr. 
and Mrs. D. E. Smith Thu rsday ev e­ 
ning . 
Bridg e was the div ersio n of 
the ev ening , 
Mrs. J. M. Bellamy is v isiting 
relativ es in Ok laho ma City . 
Mr. and Mrs. E. H. Berry enter­ 
tained the following g u ests at a 
dinner p arty at their ho me Tu es­ 
day ev ening : Mr. and Mrs. Lou is 


co uld n V 
blame 
g irl 


H 
ANDSOME—sure he was. A man 
that wo men liked—at least, at 
first sig ht. 
But he was a kind o f g entleman but­ 
terfly : flo wer to flo wer. 
And no w in the v ery middle o f his 
ro mantic career he met a g irl who held 
his fancy . He wanted to marry her. But 
there was so me inv isible barrier between 
them. 
And she nev er to ld him why ! 


'Yo u, y o urself, rarely kno w when y o u 
hav e halito sis (unpleasant breath). That’s 
the insidio us thing abo ut it. And ev en 
y o ur clo sest friends wo n’t 
tell y o u. 
So metimes, o f co urse, 
ha lito sis co m es fro m 
so me deep-sea ted o r­ 
g anic diso rder that re­ 
quires pro fessio nal ad­ 
v ice. But usually —and 


COOLS w hile yo u 
sha ve a nd the co o lness 
ling ers! 
L i s t e r i n e 


S h a v i n g 
C r e a m 


fo rtunately —halito sis is o nly a lo cal co n­ 
ditio n that y ields to the reg ular use o f 
Listerine as a mo uth wash and g arg le. 
Listerine halts fo o d fermentatio n in 
the mo uth. And being a po werful deo ­ 
do rant, it destro y s all o do rs, leav ing the 
breath fresh, sweet, and clean. It puts 
y o u o n the safe and po lite side. 
Mo reo v er, in using Listerine to co mbat 
halito sis, y o u are quite sure to av o id so re 
thro at and tho se mo re serio us illnesses 
that start with thro at infectio ns. Because 
such infectio ns are caused by g erms— 
and Listerine kills g erms. Ev en the 
stubbo rn Staphy lo co ccus Aureus (pus) 
and Bacillus Ty pho sus 
___________ 
( t y p h o i d ) g erms 
in 
co unts rang ing to 200,- 
000,000 y ield to it in 15 
seco nds. 
Lambert Pharmacal 
Co mpany , St. Lo uis, 
Mo ., U. S. A. 


King , Mr. and 
and 
Mr. and 
wisch. 
Rev , Jo hn Cro ck ett of Ok lahoma 
City sp ent Wednesday here witli | 
Mr. and Mrs. B. L. Hu sto n. 
’ 
Miss Marjo rie I.y nch, who is a ! 
stu dent at Step hens Colleg e at Co­ 
lu mbia, was heard in two p iano 
nu mbers o v er radio statio n KFRU 
Tu esday ev ening . 
' 
Walter Tay lo r of Sedalia was v is­ 
iting friends here Tu esday . 
D. W. Mau p in of Jefferso n City 
sp ent the week end here with his 
family . 
Mrs. C. E. Dick erso n has retu rn­ 
ed ho me after a week ’s v isit with 
her dau g hter, Mrs. Virg il Teter and 
family at Qu incy . 111. 


Mr. and 
Mrs. 
Cu rtis 
Noel ot 
Tu lsa, Ok la., left Friday for their 
home after a v isit of sev eral w'eek s. 
The y ou ng ladies’ g lee clu b of 
Missou ri Valley Colleg e at Marshall 
g av e a co ncert at the Presby terian 
chu rch here Thu rsday ev ening . Miss 
Doris Smith of this city is the ac­ 
co mp anist of the clu b. 
One of the p rettiest p arties of the 
seaso n was the one o ’clock forty - 
two lu ncheo n 
at 
the 
Colonnade 
hotel Thu rsday to wiiich Mrs. C. E. 
Ferg u so n and Mrs. A. G. Qu alls in­ 
v ited thirty -six 
of 
their 
friends. 
Centerp ieces of ro ses deco rated the 
small tables at which the lu ncheon 
was serv ed and p lace cards, tallies, 
nu t cu p s and o ther deco ratio ns car­ 
ried ou t the Washing to n birthday 
idea. 
After 
the 
lu ncheo n 
the 
g u ests p lay ed forty -two in the hotel 
p arlo r. 
Tho se p resent w’ere Mes- 
dames E. H. Berry , Rettie Kiiik ley . 
J. F. 
Ev ans, 
A. 
P. Wilson, 
R. ty 
Jo nes, S. C. Neale, R. L. Wall, J. F. 
Jarv is, 
E. 
L. 
Sp u rg eon, 
E. 
T. 
Hodg es, Eilwu ii Reav is, B. F. Bell­ 
amy , Delle Coru m, W. F. Bower. W. 
M. Milton, 
H. Tisdale, Waldo 
Andrew% A. E. Stu erk e, Annie Hu s­ 
ton, E. W. Dennis, Cly de Log sdon, 
Lou is 
King , A. 
F. G’Sell, B. 
R. 
Jo hnso n, Ev erett Ly nch. W. A. Mc- 
Dav itt, 
Misses 
Nettie 
and 
Ju lia 
Felot, 
May me 
Wheeler, 
Hattie 
Wall, 
Sarah Anderso n, Ida Smith, 
Mrs. Frank McGrew'. 
Mrs. 
Ray mo nd King was ho stess 
to tw’o 
tables of bridg e at her conn 
try ho me Wednesday afterno o n. A 
mo st p leasant time w'as sp ent in 
enjo y ing the g ame 
and 
v isiting . 
Mrs. King was 
assisted 
by 
her 
dau g hter, Mary Alice in serv ing a 
delicio u s 
lu nch 
to 
the 
following 
g u ests, Mrs. D. E. Smith, Mrs. J. R. 
Scott, Mrs. R. Q. Jo nes, Mrs. J. F. 
Jarv is, 
Mrs. M. W. Milton, 
.Airs. 
Waldo 
Andrew, Mrs. Lou is 
King 
and Mrs. E. C. King . 
The West Saline Cou nty Teachers 
Asso ciatio n held a lu iiclieon and 
meeting here Satu rday at the hig h 
school library . 
The lu ncheon w’as 
serv ed by the home econo mics class 
u nder the directio n of Miss Martha 
Williams. 
The 
fav o rs w^ere red 
hatchets. 
Miss Nellie Pai\sons of 
this city and p resident of the as­ 
so ciatio n w'as to astmistress. Talk s 
were made by AV. F. Bowser, Miss 
Flo rence Patterso n, I. N. Ev arard 
and FI C. O’Neal. 
Abou t forty weri* 
p resent. 
Rev . and Mrs. AVilliam Stralman 
and dau g hter of Alamo, Tex as, are 
the g u ests of her father, Rev . 2v lar 
tin Senne and family . 
AVade Hamp to n Tisdale of 
th<* 
Univ ersity of A’lissoiiri sp ent 
the 
week end here with his p arents, 
Mr. and Mrs. F. H. Tisdale. 
Mario n 
Talley 
Fischer, 
little 
dau g hter of Mr. and Airs. Fal L. 
Fischer celebrated her, third birth 
day anniv ersary Wednesday after­ 
noon. A cak e with candies was the 
p rincip al attractio n. 
Mrs. Fischer 
w'as assisted by Airs. W. D. Brig g s 
in serv ing ice cream and cak e to 
the following little g u ests: Pliy liss 
.-Ann Hack ett, Alary F^rances Harms. 
Alarly n Harris, Billie Bu rford. Violet 
Alae 
Ku hlman, 
Bettie 
Shap land. 
Terree 
Brig g s, 
Jean 
and 
Jane 
Brig g s and Jo y ce Allen Brig g s. 
Mr. and Airs. A. AI. Henley sp ent 
Satu rday and 
Su nday 
in 
Kansas 
City with 
their 
dau g hter, 
Mrs. 
Clarence Peden and family . 
Air. and 
Airs. 
AVarren 
Hedg es 
celebrated their g olden wedding an­ 
niv ersary a t . their home on Daisy 
av enu e Su nday . 
They were mar­ 
ried at Alissou ri AMlley , Iowa, hu t 
they hav e liv ed in Sw'eet Sp ring s 
for the p ast twenty -fo u r y ears. Air. 
Hedg es is eng ag ed in the coal and 
oil bu siness. 
A su mp tu o u s dinner 
was serv ed in the home Su nday 
and Airs, and Airs. Hedg es had the 
p leasu re of hav ing all their chil­ 
dren with them on this day , Alisses 
Flester and Lillian of the home. Air. 
and Airs. AAill Schliie and dau g h­ 
ter Doro thy of Sedalia, Airs. Lu lu 
Lewis and dau g hter Helen, and son 
Warren, 
of 
Alex ico, 
AIo. 
O'her 
g u ests at the dinner were Albert 
Fiiith of Kansas City . Air. and Airs. 
Leon Scott of Ku x isas City and Airs. 
J. FI. Step hens. 
Sev eral u sefu l and 
ap p ro p riate g ifts were receiv ed by 
the cou p le. 
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t! Coming events 
cast their 
shadows before" 


AVOID THAT 
FUTURE SHADOW« » 


By refraining from over-indul­ 
gence, if you would maintain 
the modern figure of fashion 


Wo men who prize the mo dern fig ure with its sub­ 
tle, seductiv e curv es—men who wo uld keep that 
trim, pro per fo rm, eat healthfully but no t im­ 
mo derately . Banish ex cessiv eness—eliminate 
abuses. Be mo derate—be mo derate in all thing s, 
ev en in smo king . When tempted to ex cess, 
when y o ur ey es are big g er than y o ur sto mach, 
reach fo r a Lucky instead. Co ming ev ents cast 
their shado ws befo re. Av o id that future shado w 
by av o iding o v er-indulg ence if y o u wo uld 
maintain the lithe, y o uthful, mo dern fig ure. 


Lucky Strike^ the finest Cigarette 


man ever smoked, made of the fin­ 


est tobacco—The Cream of the Crop— 


"IT’S TOASTED." Everyone knows that 


heat purifies and so "TOASTING" not 


only removes impurities but adds to 


the flavor and improves the taste. 
It’s to asted 
Youl* Throat Prottection— against irritation— against cough 


*Be Mo derate! . . . Do n’t jeo pardize the mo dern fo rm by drastic diets, harmful reducing g irdles, fake reducing tab- 
lets o r o ther quack "anti-fat” remedies co ndemned by the Medical pro fessio n! Millio ns o f do llars each y ear are 
wasted o n these ridiculo us and dang ero us no strums. Be Sensible! Be Mo derate! We do no t represent that smo k- 
ing Lucky Strike Cig arettes will bring mo dern fig ures o r cause the reductio n o f flesh. We do declare that when 
tempted to do y o urself to o weU, if y o u will "Reach fo r a 
Lucky” instead, y o u will thus av o id o v er-indulg ence 
in thing s that cause ex cess weig ht and, by av o iding o v er-indulg ence, maintain a mo dern, g raceful fo rm. 


TUNE IN — The Lucky Strike Dance Orchestra, ev ery Saturday nig ht, o v er a co ast-to -co ast netwo rk o f the N .B.C . 


© 1930, The American Tobacco Co., Mfra. 


Chicken 
Dinner 


F^p wortli M. E. chu rch, Broadway 
and Eng ineer, Friday nig ht, F"eb. 
28. Serv e 5:00 p . m. till 8 :00 p . m. 
Adu lts 50c, children 35c. Au sp ices 
of “Willing W o rk ers.—Adv . 


Dr. Frank Morley 
Now Lo cated Su ite 202 
Third 
Nat’l Bank 
Bldg . 


PIANO TUNING and REPAIRING 
Phone 187 8. Carson Meredith. 
PUBLIC SALE 
SATURDAY, MAR. 1 ST 


DYEING SAVES BUYING 
There's a Ma ster Dyer o n the J o b 
YOU’RE NEXT. 
SULLIVAN CLEANING CO. 


99 


Phone 65 
Cleaners, Pressers, Dyers 
212 S. Umililo St. 


On acco u nt of my emp lo y ment being in Washing to n, Indiana, I hav e 
decided to lo cate there and will sell at p u blic au ction, on March 1st. 
my home located at 1802 Sou th Washing to n Av enu e, co nsisting of one 
p lot of g rou nd 108x 17 6 feet; g ood fiv e room hou se with lig hts and 
telep ho ne; g ood liv ing well; small barn and chick en hou se, a g ood 
cow shed with two stanchio ns. 
Some fru it. 
Basement u nder k rtchen. 
On this same date I will also sell my p erso nal p ro p erty consisting of 
1 Good g entle work ho rse (if not sold before that date). 


PUBLIC SALE! 
Hav ing decided to q u it farming I will sell at public 
au ctio n my 5 3 acre farm lo cated 5 miles no rth o f Se­ 
dalia on hig hway No. 6 5 ; one half mile to Bo thwell 
school, on 


Write fo r o ur free b o o k o f etiq uette, a d d ress Dep u H-1 0, La mb ert Pha rma ca l Co ., St. Lo uis, Mo . 
. e n d i t w ith 
H a lito s is sp a res n o b o d y 
Li s t er i n e 


Fo lesr’s Ho ney and Tar 
has established itself as a 
fine dependa ble family 
co ug h sy rup. No o piates, 
no chlo ro fo rm, 
no thing 
that a careful mo ther hesi­ 
tates to g iv e her child. 
Quickly sto ps co ug hs, 
stuffy wheezy breathing , 
tickling t h r o a t , cro upy 
co ug hs, tro ubleso me nig ht 
co ug hs. 
Ask fo r Fo ley ’s. 


The Safe Antiseptic 
F O L E V ’S 
HON EY*»«>TAR coMPom»P 


jl 1-horse v ag o n 
: 1 Bu g g y and harness 
: Scoop sho v els, p itch fork s and g ar- 


I 
den tools. 


I 1 Anv il and v ise 
HOUSEHOLD GOODS 
1 Ne\\ 3-p iece Kro ehler ov erstu ffed 
liv ing room su ite. 
! 1 Orchid dinette set 
■ 1 I^edroom su ite in p ink and g old 
1 New day bed 
1 Iron bed, sp ring s and mattress 
, 2 Sanitary co u ches 


I I Mantle folding bed 
11 Stand table 
i 1 Wardro be 
: 1 Hall seat 
1 Dresser 
2 Rock iiisr chaiis 
Sale Starts Pro mp tly 


Sewing machine 
Dining table and 6 chairs 
White walnu t k itchen cabinet 
Kitchen table 
Bu ck ’s ho t blast heater 
Bu ck ’s cook stov e 
2 Wood heating sto v es 
1 New 9 x 12 ru g 
2 9 x 12 Sandiira ru g s 
1 6x 9 Sandu ra ru g 
1 New Perfectio n oil sto v e No. 27 3 
1 Perfectio n ov en 
1 New iro ning board 
1 Good 
lard 
p ress 
with 
sau sag e 
staffer attachment. 
Tool box es and tools 
Cook ing u tensils 
Dishes and o ther articles too nu m 
ero u s to mention. 
at 10 A. M. 


Friday , Feb. 28 , 1 p .m. 


Good 4 room hou se, Barn, new larg e dou ble g arag e. Chick en Hou se, 
Broo der Hou se; nev er failing sp ring ; g ood cistern. 
Will also sell my 
liv e sto ck ard farm machinery as follows: 


HORSES 
1, Good g ray mare. 7 y ears ohl 
1 Bay horse, 5 y ears old 
1 Bay a mare, .smooth mo u th 
COWS 
1 Jersey Cow 
1 Jersey heifer calf 
HOGS 
1 Gilt—bred 
POULTRY 
20 Hens 


MACHINERY 
1 Oliv er g ang p low 
1 Jo hn Deere riding cu ltiv ato r 
1 Corn p lanter 
1 Oats Seeder (p ractically new) 
1 Disc cu ltiv ato r 
1 Smoo thing harro w 
1 Set breeching harness 
Some collars 
Other thing s too nu mero u s to men- 
tion. 


W. 
Jhie 
E Bard Dru g Co., 416 
iU8 West Mnin— Adv 
Sou th 
K * a n d Vie, 
A ■ 'fU nnaars 
Terms of Sale, Cash. 
WYATT McBRlDE 


Sale starts at One o ’Clock P. M. 
Farm Terms made k no wn day of sale. 
All Other items CASH. 


Kemp Heiro ny mu s, 
Au ctio neer. 
Owner 
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LAZY 
rice 


r— 
ETITE 


Crfran 
DffD 
ww o 
Jimi® Ji iû liliSMg 


I ! 
t 


Ma rily n 
Mille r a nd Ale x a n- 
de r Gra y in ‘‘Sa lly /' a four 
Sta r offe ring. 


•^Dcar, arc yon not glad you followed my auggestion when I urged yon 
to try S.S.S. for your lott appetite?” 
H 
a v e you an indifference or 
loathing for food, or do you 
really enjoy mealtime? 
Fads and fancies come and go. 
We must be reasonable. You 
can’t afford to wreck your body 
by “k illing” an appetite given 
you by Nature to nourish your 
body. 
You must really enjoy your 
meals and assimilate them to re­ 
store the waste of the body. 
Don*t ex pect a strong, 
sturdy body and 
a k een 
mind to carry on if you 
do not enjoy your food. 
It just can’t be done. 
Friends, happiness and 
business success may de­ 
pend on a k een appetite. 
Many thousands have 
turned to S.S.S. when the 
appetite signaled danger. 
It is a time-tested rem­ 
edy .. . purely vegetable. 
E a s y t o assim ilate. 
Pleasant to tak e. It will 
do much to restore the 


natural appetite. It will not act 
instantly, but, be assured, when 
tak en accorchng to directions, it 
will usually oring back your de­ 
sire to cat and enjoy your food* 
This you well k now is the basic 
step for health. Simply reason it 
out for yourself and you will 
agree that it is the practical way. 
And remember, S.S.S. will help 
you get your blood-cclls back up 
to normal. Then that sluggish, 
let-dow n feeling and 
ek in troubles will disap­ 
pear. You should sleep 
soundly. 
Firm flesh 
should tak e the place of 
that which was once 
flabby. You should feel 
strong. Your nerves be­ 
come steady. 
S.S.S. gives to Nature 
what it needs in mak ing 
you feel lik e yourself 
again. At all drug stores 
in two sizes. Ask for the 
larger size. It is more 
economical. 
© s.s.s. c*. 


S t o p y o u r s uf f f f e r i i i p — us e 


Quarnnt««# 


Axminster Rugs 
New Patterns 
IN AUL SIZES 


J aarante^ to relieve Itchin» . Bleeding. 
Blind or Protruding Piles or njoney re­ 
funded 
Get the handy tube with niie 
pipe. <5c; or the tin boa, 60c. Ask for 
P AZO OINTMENT 


Ccrny’s Rug Shop 
TERRY ANNEX. 11» E. 2nd 
Phone 3 3 0 


•T H R U SATURDAY— 


Ja c k Buc ha na n, Ire ne Bordoni a nd Ja s on Roba rds In “Pa ris ” 


•SALLY” ALL NATURAL COLOR 
FILM NOW AT LIBERTY W ITH 
MARILYN 
MILLER A 
GREAT 
H IT I 


idol 
of 
Broa dwa y 
is Se t 
Lik e a 
Je we l in Mids t of a n All Sta r 
Ca s t — Bigge s t 
a nd 
Be s t 
of 
Sc re e n Shows . 


iBuQcU Sturdy Health' 


GEORGE H. PUTNAM 
DEAD IN NEW YORK 


The Associated Press. 
NEW 
YORK, 
Feb. 
27.- 


Haven Putnam, president of G. P. 


Putnam^s Sons, publishers, died to­ 
day of pernicious anemia at his 
residence. 
He was 85 years old 
George‘and had been ill for two \veeks. 


at 


Ro r a ny 
BABY 


We can never be sure just what 
mak es an infant restless, but the 
remedy can always be the same. 
Good old Castorial There’s com­ 
fort in every drop of this pure 
vegetable preparation, and not the 
slightest harm in its frequent use. 
!As often as Baby has a fretful 
spell, is feverish, or cries and can’t 
sleep, let Castoria soothe and quiet 
him. Sometimes it’s a touch of 
colic. Sometimes constipation. Or 
diarrhea—a condition that should 


AUOOHOL-aWBCW, 
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Last night a picture opened 
the Liberty Theatre. 
Let’s be a little more specific. 
Last night the picture opened at the 
Liberty Theatre—the picture of the 
season, the only one that you sim­ 
ply cannot afford to 
miss. 
For 
“ Sally” with Marilyn Miller as its 
star, represents the highest mark 
in screen production up to this good 
hour. Nothing like it has been seen 
before, and probably it will be some 
time before anything like it is seen 
again. 
“ Sally” has everything. First and 
foremost( of course, it has Marilyn 
Miller, who was the original unfor­ 
gettable “ Sally” on the stage and 
now appears once more in her most 
triumphant role set like a jewel in 
the midst of an all-star cast. There 
are scores and 
scores 
of 
ballet 
dancers, chorus girls, show girls, 
young gentlemen of the ensemble 
who sing and dance. And the pic­ 
ture is entirely in color. That is a 
short sentence, but it covers a lot; 
for the new color process has been 
used to bring out the full richness 
and beauty of such scenery and cos­ 
tumes as neither screen nor stage 
has ever known before. 


RENE 
BORDONI 
COMES 
TO 
SEDALIA TOMORROW IN GAY 
AND 
SPARKLING 
COMEDY 
W ITH 
SCENES 
IN 
TECHNI- 
COLOR. 


Those of us who recall “ Sally” on 
the boards of the old-fashioned the­ 
atre have alw'ays thought of it as a 
very 
elaborate production indeed. 
But It becomes tiny, even in glam 
orous recollection, when compared 
with 
the 
sumptuous 
show' 
with 
which First National has surround­ 
ed its glittering star. The stage is 
limited; the range of the screen is 
unbounded; and the result of this 
spacious liberty 
is 
a 
series 
of 
scenes which almost take the spec­ 
tator’s breath aw'ay. 
All the charm of the old “ Sally” 
has been preserved, but everything 
is on a vaster scale—vaster, but not 
so vast as to lose the human values 
of the charming story. 
Marilyn Miller, 
of 
course, 
w'as 
born for musical comedy. Her sing­ 
ing, her dancing, 
the 
scenes in 
which 
she reveals her delightful 
gifts as a comedienne, her love 
scenes with Alexander Gray—well, 
if you have seen Miss Miller on the 
stage you know w’hat to expect, and 
if you havent seen her before, you 
simply must make her acquaintance 
as soon as possible. There’s nobody 
like her. No wonder Broadway is at 
her feet. Now the movie public all 
over the world is likely to assume 
a similar posture. 
And one recalls Alexander Gray, 
the handsome young leading man, 
w'ho once played in the original 
stage “ Sally” witH Miss Miller and 
has made a sensation in Hollywood 
since he went to the studios last 
spring. And J oe E. Brown, who 
plays the role originally created by 


Better than a trip to Paris! 
More sparkling than champagne! 
Irene Bordoni in “ Paris’* which 
opens tomorrow^ at the Sedalla The­ 
atre, is all of that and more. Miss 
Bordoni renowned on the stage, is 
an entirely new screen personality. 


Clarence Badge» , the director, has 
carried out in the picture the wit 
and 
drollery 
generally 
associated 
with things Parisian. 
An excellent cast supports Miss 
Bordoni. J ack Buchanan, the Lon­ 
don and New York favorite, appears 
opposite 
the 
star. 
Louise Closser 
Hale, 
J ason 
Robards, 
Margaret 
Fielding, and Zasu Pitts complete 
the cast. 


Ma rv e lous ! You s imply mus t see It! 
Ev e ry thing y ou e v e r hope d for in 
e nte rta inme nt— 
mawlyn 
.<\f> 
Ê l J* 
MILLER Saltif 
ALL IN NATURAL COLORS 
With 
Joe E. Brow^n 
La wre nc e Gra y 
Ford Ste rling 
— Adde d— 


All- 
Ta lk ing 
Singing 
Da nc ing 
No Adv a nc e in 
Mille r & Ly le s In ‘Ha rle m Nlghte ’ 
Pric e s 


SUNDAYT For Thre e Da y s — ” 
Jus t wha t y ou'v e be e n w a itin, 
-Broa dwa y 
Melody- 


CHARLES KING, BESIE LOVE In 
-CHASING RAINBOWS” 
Anothe r “Broa dwa y Me lody ”—And Wha t a Show! 


She is refreshing, spicy, and intri­ 
guing. She Invests her portrayal of 
a French footlight 
favorite 
with 
verve and gusto. 
First National did a good turn for 
the public when it brought Miss 
Bordoni to the screen in this adap­ 
tation of her greatest stage success. 
“ Paris” is the story of a Newton 
Centerf (Mass.) family, with a Pur­ 
itanical outlook, who make a trip 
to Paris to rescue a son from mar­ 
rying the French actress. Some, of 
them fall 
for 
the 
spirit 
of the 
Champs Elysees, while the others 
become more like their Mayflower 
ancestors than ever. 
In the end it develops that Mrs. 
Bordoni only w'anted the son be­ 
cause she thought he had a nice, 
old-fashioned mother. 
“ Paris” moves swiftly and comi­ 
cally. There are several theatrical 
sequences that provide 
the 
rare 
privilege of seeing Irene Bordoni 
actually 
at work behind the foot­ 
lights. These are in Techni-color. 


Ijeon Errol. And the inimitable Pert 
Kelton; and T. Roy Barnes as the 
peppy theatrical agent; and Ford 
Sterling (nuf sed); and J ack Duffy; 
and Maude Turner Gordon; and E. 
J . Ratcliffe. and Nora Lane—and 
‘dozens and bushels of others! 


SCDiALIA 


TODAY! 
l a s t tim e s — 
WINNIE UGHTNER 
in 
“ SHE COULDNT SAY NO'^ 
All-Ta lk ing, Singing a nd 
Da nc lngl 
T O M O R R O W ! a n d S a t u r d a y — 


OO-LA-LA! SHE’E SOMING TOMORROW! 
Hot, Hotte r, a nd Hotte s t—Tha t’s He r Te mpe ra ture ! 


c ÿ r e n e 


The Pride of the Pa ris Sta ge 
a nd Toa s t of Broa dwa y 
IN 


A SPECTACLE OF MIRTH, MELODY 
AND SCENES IN TECHNICOLOR! 
with Ja c k Buc ha na n—Ja s on Roba rds —Za s u Pitts 


ADDED U N T S ! 
CHARLES KING 
Sta r of “Broa dwa y Me lody ” In 
“ CLIMBING THE GOLDEN STAIRS” 
All-Ta lk ing, Singing, Da nc ing, Te c hnic olor 
Mus ic a l Re v ie w! 
An Ens e mble of Song a nd Da nc e Artis ts ! 
ALSO— SEDALIA NEWS AND VIEW S 


A L L 
TALKINK 
SINGING 
a nd 
DANCING 
And Sc e ne s In 
Te c hnic olor 


TV 
B. 


ETTA KETT 
Rudy the Second 
—Bv PAUL ROBINSON 


always be check ed without delay. 
Just k eep Castoria handy, and give 
it promptly. 
Relief will follow 


very promptly; if it doesn’t, you 
should call a physician. 
All through babyhood, Castoria 
should be a mother’s standby; and 
a wise mother does not change to 
stronger medicines as the child 
grows older. Castoria is readily 
obtained at any drugstore, and the 
genuine easily identified by the 
Chas. H. Fletcher signature that 
appears on every wTapper. 
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YOU CANNOT “OVERDRAW” 


There is one account with the Sedalia 
Trust Company that is impossible for you to 
“overdraw.” 
You may draw in confidence, 
and without limit, on our personal interest in 
your financial problems. 


I ? j0, bv C entral P ress A ssociation, Inc. 
4- 
L Á 


‘ T i b ' 


b 


“ 1 
r 


We invite your account with the desire to 
render you a service far above routine financial 
transactions. 


Mak e us your silent partner in your busi­ 
ness and personal progress. 


SEDAUA TRUST COMPANY 


Co mp lete Ba nk ing a nd Trust 
Service 


HIGH PRESSURE PETE 


H‘ 1.0 uooie.tr 


He Doesn’t Practice W hat He Preaches 
Bv SWAN 


\ 
HeA(? VOÜ WOM A 
ÇiF?ize. Fott. wnvTiisCs- “TeC 
B e ^ T A í í t í C L ^ 
^ o n e . M ft6 A 2IN e_ 


WH(*iT nR6 A2IHe WAS 
IT folî., AMO WHAT 
W A S T h' AETtCLe. 
ABOUT? 


A STORY IS TOLD 
by the name of the bank which appears on 
the face of your check. 
When that name is The Citizens 
Nationa 
Bank, “ Oldest and Largest Bank in Central 
Missouri,” the story is one of 58 years of 
helpful banking. 
Are you benefiting by the Citizens Nation­ 
al Bank’s service? 


OH — 
IT 
Toa Tid 


I VODcms* -TW6 - 
aesT ftizncucL 
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BIG SISTER 
Money Has Wings 
Bv LESLIE FORGRAVE 


VOvU 
COM'T 
K C A N 
t hat , 
r=» 'T-T' f _i / 


v e 5 5 i R , 0uD p y^ I 
ME AM J E 5’TWAT.' DAD 
UOA-S HIT B Y A C A R 
AM' Rl<3HT NOUJ HE'5 
INTHE H O SPITAL. 


'yie C itizens 
National Bank 
SE D A L IA . MO. 


" T W O L D E S T & L A R G E S T B A N K INCESTRAL MISSOURI 


( 3 U O O Y ^ U J £ V e J Eí5'<50T 
>'BE -TWAMKFULTVlAT HE 
wlASM'T MORT U O R 6 £ . 
Q U t IT MEANS a)E 'R £ 
ô o iN't d h ave Touiatch 
COR p e n n i e s CLDSER'W 
e ve r NO i^ì 'TIL d ad 
CAM UJORX A<=AIM. 


I CX:)M’T 
HOuJ cue'RE EVeR. 
CSOllO ~XO CoET AljOKj(b. TH—RG.LL 


e > E h o 'S p i t a l a m 
* cx x t o r 
s i l l -s 


" T o 0e P A i O , A M * NO 
V 
COMiM* ltO.THANK<SOODN)£ SS 
vve GCK part: OF rnv PRixe 


M O N e V L E IF T 
-y - 


UAIXSN'T I U)ise To PUT fT IN 
th e bank. ! BUT IT lOON'T <5ET 
To ÍTAV THERE LDN&. I 
I'LL J ES' HAVE Tt) 61VE UP THE. 
IDEA OF EVER. REEPlVJ * A 
PA^-S BOOK, y 
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Helping^s. 
fk>memaker 
Aud ib le Fo o d 


M E N U 
H I N T 


■ r tik f a tt 
Grapefruit 
Cooked Whole Wheal 
Cereal 
Bacon and Eggg 
Toast 
Coffee 
Luncheon 
Creamed Potatoes 
Tuna Pish Sandwiches 
Canned Peaches 
cake 
Tea 
Milk 
Dinner 
Meat Loaf 
Potatoes Roasted with 
the Meat 
Baking Powder Biscuits 
Brown 
Gravy 
Pickles 
Raw Currant Salad 
Lemon Tapioca with Whipped 
Cream 
Home-made 
Cookies 
Coffee 
This menu is p lanned for four 
people. 
The tapioca is cooked with 
water 
until 
clear, 
flavored 
with 
lemon juice and some of the 
grat­ 
ed rind, sweetened—not too sweet 
— with sugar, and served with whip 
ped cream. 


Brs s k fas t 
Chilled Orange Juice 
Oatmeal 
Top Milk 
Apple Omelet 
Thin Toast 
Coffee 
Milk 
Luncheon 
Clear Tomato Soup 
Saltines 
Whole Wheat Cottage Cheese 
Sandwich 
Tea and Milk 
Pears 
Fruit Cookies 
- Dinner 
Veal Birds 
Celery Stuffing 
Mashed Potatoes 
Creamed Spinach 
Lettuce, Lemon and Sugar Dressing 
Rye Bread 
Butter 
Peach Cobbler 
Thin Cream 
Coffee or Coffee Substitute 
This menu was planned for three. 
The apple In the omelet Is a pleas­ 
ant change, r id It would be a good 
luncheon d ii as v/ell as breakfast. 


one and one-eights cup milk. 
Mix 
dry ingredients, cut 
in 
the 
fact 
adt? 
gradually 
the 
liquid, 
mix ing’ 
with a knife to make soft dough. 
Toss on a floured b oard. 
Roll to 
one-half inrh thickness, shap e with 
a b iscuit cutter. 
Rake twelve to 
fifteen minutes in a hot oven. 


Raw Carrot Salad—Two cup s raw 
carrot, 
one 
cup 
celery, 
one 
cup 
cracker crumb s, 
two 
tab lesp oons 
onion, 
mayonnaise 
dressing. 
Cm 
the celery fine and then grind in 
the food chop p er. 
Grind the car­ 
rots, onions and ^rackers in the 
food chop p er. 
Measure after grind­ 
ing. 
Mix w’lth mayonnaise. 


W hite Cake 
Take measuring cup 
and b reak the whites of two eggs 
into 
It. 
Put in 
soft b utter until 
about half full, then fill up with 
milk. Pour this out into a b owl and 
add one cup sugar, one and one- 
half cups cake flour, one teasp oon 
vanilla, one teasp oon b aking p ow­ 
der, beat all together for five min­ 
utes and b ake ab out half an hour 
Frost with carmel Icing. 


Carmel Icing—Two cup s medium 
b rown sugar, two-thirds cup milk, 
b utter size of an egg. Boil together 
for six minutes. 


Cook ie Sheets 


Cookie sheets of different shap es 
and sizes are useful in a family 
■where these goodies are made. Two 
or three small sheets on the b ottom 
rack of the oven and a b ig one on 
the top rack make a correct “oven 
load," and the cookies 
will 
b ake 
more 
evenly 
than 
when two b ig 
sheets are used. 


P you know the name of the 
Jj^io o d v.hicli 
cooks 
out loud? 
V- ^ Pop corn. 
The good p op corn 
■which 
emits 
a rollicking, p ep p y 
noise as its hard, golden kernels 
ex p lode and ^turn into snowy b los­ 
soms under the inducnce of heat. 
Guaranteed to Pop 
Does someone say gloomily, “not 
always” ? The comment is now un­ 
necessary. 
In the past, when it 
■wasn’t clearly understood that the 
water content of p op corn deter­ 
mined its p op p ing p roclivities, the 
corn -sometimes only made a sad 
fizz. 
But today, p op corn is shelled 
and then dried to the p oint where 
it contains ex actly enough water so 
that when it is heated the liquid 
will turn to steam and turn the 
p op corn wrong side out. 
Then, to 
be sure that the corn will always 


keep that water content, the griina 
are hermetically scaled in tin cans 
and sent to market. 
In this way 
the sellers and the b uyers b oth know 
that the p op corn in the tin cans 
will really p op . 


The standard method of prepar­ 
ing p op corn is to p op it in one of 
the commercial poppers then pour 
salt and melted butter over it, mix­ 
ing thoroughly, 
and 
then cat it. 
Pop corn b alls arc easy to make and 
universally good. 
To make them, 
p rep are live quarts of p op corn and 
salt it. 
Boil one-half cup butter, 
three cup s sugar, 
one cup 
corn 
syrup and one cup of water until it 
is b rittle when tested in cold water 
(270^). 
Pour syrup over popcorn, 
stirring constantly, and when cool 
enough to handle, mold the p(^com 
into b alls. 


The Versa tile To ma to 


omitted for the formal dinner, no 
b utter b eing served. 
The b read and 
b utter p late is 
p laced to the left of the service 
p late, directly ab ove the forks; the 


Lunc 'ieon 
Lima Beaus, Buttered 
Tomatoes 
Bread and Butter 
Cranberry Mold 
Chocolate Wafers 
Tea 


Bridge Supper 
Chicken Patties 
Spiced Pear» 
Ripe and Stuffed Olives 
Rolls 
Pineapple Shcrbert 
Frosted White Cake 
Coffee 
If your bridge club Is composed 
o t both men and women members 
you may prefer to substitute cold 
chicken and sliced ham for the pat­ 
ties and make the hot dish scal­ 
loped or creamed 
potatoes, 
This 
menu would serve equally well for 
& bridge luncheon. 


Today ’« 
Rec ipe« 
Tuna 
Fish 
Sandwiches — One 
small cau tuna fish, one-half cup 
diced cucumber pickle, one-half cup 
diced celery, mayonnaise to soften. 


Raised Baking Powder Biscuits— 
^Three cupé 
flour, 
six 
teaspoons 
baking powder, one and one-half 
teaspoon salt, three tablespoons fat, 


S U G G E S T I O N S 


Setting 
Forma l 
Dinner 
Ta ble 
The individual p lace service, or 
“cover’’ as it is cp llod, for the for­ 
mal dinner, consists of a servio.- 
rdate, 
the 
required 
flat 
silver, 
a 
- 
- —- _____ 
______ 
nap kin, a gob let or tumb ler, and a ! tumb ler or gob let to the right of 
hroad and h u ttcv rL to. 
TUi« b s . Is j tl.e p late, directly ab ove the knives. 


I The b utter sp reader rests diagonal­ 
l y up on the b utter p late; all other 
flat silver is arranged b eside the 
service 
p late, 
in 
order 
of 
use, 
starting from the outside. 
Knives 
and sp oons are p laced at the right 
of the p iate; forks at the left, ex ­ 
cep t the oyster fork, which la p lac­ 
ed at the right, farthest from the 
p late. 
Cutting edges of all knives should 
b e turned toward the p late and the 
ends of the liandles of all silver 
sliculd b e in alignment, ab out an 
inch from the edge of the tab le. 
The nap kin is laid to the left of the 
forks; folded ob long with the out­ 
side 
edges 
turned 
inward. 
Salts 
and p ep p ers are p laced in p airs b e- 
tVvcen each two covers. 


the caoQcd tocaaio were aa 
« ctor, aities wottld he Undicv 
him to Ae « Ides, prai« ^ hts 
▼cnatility. 
For the well-known 
camed tomato now appo w in new 
guises. 
For mstance, consider np-to^te 
tomato sauce. 
Put up in 8-ouncc 
cans, it is evaporated until thick and 
then highly seasoned, ready to be 
as a sauce or in a made dish. 
To make a tomato omelet, chop a 
small onion and half a green pep­ 
per fine and^ sauté in a tablespoon 
of butter until tender but not brown. 
Add ccmtcnts of a can of tcmiato 
sauce, one-half teaspoon of sugar, 
salt and pepper and three table- 
apoons of chopped ripe olives. Heat 
to boiling ana pow over the omelet 
before folding it 
T ^a to paste, is a further evap­ 
oration of tomatoe» —in fact it is 
so thick that its consistency re- 


om ct batter. Pa« e i, vtti 
wham the tomalu Hawsr is derired. 
^ 
BqnM is not demhte. 
Ttoowad 
htaod dreniai^ m l, t<« cther ow; 
^ 
of ta a jtma uH, 
tkree tabit^poow 
of tom ^ part^ OM tablnKNMi of 
p ep p er 
tad ten 
chopped, stuffed <mves. 
Chill and 
serve on hearts of lettuce. 
H any Othar Varietiaa 
Of course Acre are other tcuKito 
products oo the market 
Puree 
tomato juice is put up all rea ^ for 
use in aspics or cocktails. 
There 
are strained tomatoes and tomato 
purée. Tooiito aoup varies in con­ 
sistency; some are thin, others so 
thick that they may he uaed aa a 
meat sauce just as they ccme from 
the 
And the good old favorite, 
plain canned tomatoes, still retains 
its leading place in our mafk^ 


r ap id advanc e 
ON GRAIiy MARKET 


(By J ohn P. Boug^han, Associated 
Pres5 M arket Editor) 


CHICAGO, Feb. 27.—New moves of 
Federal Farm Board and Its allied or­ 
ganizations 
received 
the lions 
share 
of aitMitlon in the wheat pit today , 
and prioee advanced rapidly a t times. 
Moat of the gains wera held at the 
finish. May delivery of wheat ihowed 
more 
strength 
than 
did 
new 
crop 
months, recent premiums of J uly over 
May disap p earing completely at some 
stages of the days dealings. 
Wheat futures closed strong 2*4 to 
'¿y% cents higher than y esterday ’s fin­ 
ish. Corn closed 1*4 cent up, oats % 
to 1 cent advanced, and provisions un­ 
changed to a rise of 10 cents. 
Opening % to 1*4 cent up. Chicago 
wheat futures scored material further 
gains, and 
then 
fluctuated 
rapidly. 
Corn, 
oats and provisions were also 
firmer, with corn starting unchanged 
to 
cent higher and subsequently 
rising all around. 
With 
heavy new 
buy ing today of 
wheat futures here being credited to 


federal farm board allies, the market 
took strong upward swing*. The direct 
open entrance of such povrerfuJ Influ­ 
ences into the trading In futures was 
generally regarded as tending to re­ 
store at least temporarily confidence 
in higher prices and to restrict sellers 
who believed va’.uet; too high based on 
world conditions. An additional stim ­ 
ulating factor was talk current that 
the 
ionhcommg 
officials 
report 
on 
farm reserves of domestic wheat will 
sl'.ow the tjcai to be less than was 
the case a y ear ago. 
From time to time today renewals 
or 
concentrated 
buy ing 
ascribed 
to 
St m‘ official 
rources kept the wheat 
future.s market moving irregularly up­ 
ward. Some of the buy ing from other 
sources was of a stop-lose character. 
Export demanc. for North American 
wheat appeared to be somewhat en- 
larted, 
and 
overnight 
t’ransactions 
wcro said to total 1,000,000 bushels, 
largely Canadian wheat. 


Do you need affiolent, industrious 
help? There’s one sure Way to get 
it quickly—read and use Democrat 
Want Ads. 


What Ab out 
Your Floors? 


Let ua Haip y ou aolv e that 
problam. 
v ary , 
aeonomieally . 
our c omplete line of 


Axminster, Velvet, 
Brussels, Nepard and 
Felt Base Rugs. 


HOUSEHOLD 
EXCHANGE 


E. H. Mc Laughlin, Prop. 
Phone 89 
2nd A Oaaga 


Co m Co nco ctio ns 


Coal 
Special 
ILLINOIS LUMP 
$7.25 
MISSOURI 
LUMP 
$6.75 
MISSOURI EGG 
$6.65 
OUR 
FAVORITE 
LUMP 
$6.60 
J. H. BOND 
Oroc. 17th & Kentucky 


C 
ITY-BRED folks classify corn 
as something on the luncheon 
or dinner menu. 
But out on 
the farms they know better. Farm­ 
ers like corn at any meal in the 
day, and farm wives have concocted 
some ven^ delicious breakfast dishes 
out of this dictetically valuable grain 
which is good fresh, straight from 
•the can, or in combination with 
other foods. 
A delightful old hotel in South 
Carolina, famous for its breakfast 
corn cakes with maple syrup, serves 
another breakfast corn dish that 
makes you wonder w'hy you stayed 
up North so long. 
Some Southern Com 
Combinations 
Here 
are 
the 
directions 
for 
emulating : 
Brea k fa st Co m: 
Chop two large 


cold b oiled p otatoes fine, and sauté 
b rown in two tab lesp ooas fat. Add 
one cup left-over canned corn, and 
b rown again. Season well with salt 
and p ep p er. 
Break in two whole 
eggs, and‘scramb le lightly together. 
Serve witli b roiled b acon. 
Ch a rlesto n Co rn Ca kes 
: Beat two 
eggs well, add one-ha:f cup sour 
milk, one-fourth teasp oon soda and 
one cup of canned corn. 
Sift to­ 
gether one cup hour, one-half tea­ 
sp oon salt, two teasp oons b aking 
p owder and add. 
Then add one 
tab lesp oon melted b utter. 
Fry in 
small cakes on a hot griddle. Swerve 
with map le syrup . 
Co rn Fritters: Make an egg b at­ 
ter as for p ancakes, and stir id 
canned or fresh com. 
Fry in b ut­ 
ter and serve very hot with b roiled 
b reakfast b acon or fried ham.*^ 


Va lues 


210 W. Main 


6 14 S. Ohio KROGER’ S 


Better 
Fo o d s 


123 E. 2nd 


3M « . 
Englnaer 
FLOUR 24 


GOLDEN ORAIN 
LB. BACK 
ALL PURPOSE PLOUR 79 c 


COAL 


5 th A M. K. T 
Trac k s 
Wood 
ILLINOIS 
MISSOURI 
KANSAS 
LUMP 
Stevens Coal and Ice 


Phone 
189 


Specials for 
Friday & Saturday 


Cra a ir^ry Butter 
TJ. 38c-2 lb s 75c 


OjL.!ZOmARGElRINE, p er lb.......... 15c 


Fresh Country Eggs 
28c-2 doz. 
55c 


BOXED BACON 
35c-3 b ox es $1 


PORK & BEANS 
25c 


Vegetab le & Tomato Soup 
25c 


O 
I 'P C i 
W ONDERNUT 
a p- 
g o o d 
QUALITY á Lbe. i o C 
SOAP 
PALMOLIVE 3 
20c 
GINGER SNAPS "T 10c 


ALMOND 
OQjr 
\e e I\rP J lâ b a r LAYER 
BACH 


CANDY 
. 
r 
, 
2 l l . 25c 


Blaek barry 
FHESERÏES - 
2 
15c 


STANDARD 
Green Beans 3'« 25c 


No. 2 Can—Fine Quality 


DEL MONTE 
Peaches 2 
45c 


IN HEAVY SYRUP 


DEL MONTE 
Spinncli 2 
29c 


AN EXCEPTIONAL VALUE 
BACON & 
Cured. 
__ 


WE DELIVER — PHONE 119 
Fruin’s M a r k e t 
117 East 2nd St. 
Phone 
119 


P 
O 
F F F F 
j e w e l 
25c; 3 for 
74 c 
X^Kjr r SLSL 
f r e n c h 
3 4 c ; 3 for $1.00 
p irF 
^ 
i7ss 
IVIVpCs 
f u l l 
he a d 
j Lbs . 
Scratch Feed 100 lbs. $ 2.59 


CORN MEAL 10 „s 30c 


rORK & BEAUS “r," 2 
18c 


SOAP 
LAUNDRY 5 Bar» 20c 


OLD 
DUTCH 
CLEANSER 
3 for 20c 


PURE 
L A R D 
2 lbs. 25c 


DRY SALT 
J OW LS 
Per Pound 13c 
POTATOES 15&53C 


HEAD LETTUCE 3 ro r27c 
APPLES 
'^INESAP 3 Lbs. 25c 
BANANAS 
Z l 4,,,.25c 
Caulifloy^er 
LARGE 
HEADS 
Each 20c 
Bunch Carrots 
2 For 15c ' 
Grap e Fruit 
Large 
2 r o r 25c 


K R O C E R / T O R E / 


JR WANTS A 
LOW PRICES 
Early Bird Flour, 4 8 Iba. $1.50 
Arc ady Egg Mak er, 100 lbs 2.50 
M. F. A. Lay ing Maah, 
100 lbs................................. 2.50 
Tank age, 100 iba..................3,70 
Virginia A Wilaon $oy Baan 8« « d For Sale. 
We maet oompetitlon on 
Poultry , Eggs and Cream. 


Columbia Lay ing Maah, 
100 lbs.................................... 2.5 0 
Meat Sc raps , 100 lbs 
3 .70 
North Star Dairy , 16 7o___ 1.80 
Wonder 24 % 
Dairy ........... 2.80 


PRODUCERS EXCHANGE 
302 W. Main 
Phone 709 


% 
Quality Made 
DOUGHNUTS 


A delicious wholesome product—Ideal for School 
Luncheons. 
For sale at all grocers. 
Order a 
dozen today. 
Quality Pastries 
at Your Grocers 


IFounder^ Week 
SALE 


An ev ent of importanc e! Choic e 
foods and hous ehold needs ot 
s till lower than A 6kP*s c os is t- 
ently low pric es .' Ad^P Found­ 
er's Week c omes only onc e a 
y ear. Res toc k y our pantry now! 
it meons a greot s ov ing! 


Pet--Wli# on**Carn« tion**Borclen*» 
M i l k 


Hou» e Brand 3 Cana 23c 
Sugar 
looX'ire, 
Fine Granulated, 100 lb s. $ 5.49 
17» -9 3ci 
1. 
Nutley Oleo 
2 L*»» 29 c 
I 
^ 
Aasortcd 
011*0 
Flavors 
3p“« *22c 
Puritan Malt 
C«n 52c 


D_ ^ 
D ä IIä Grandmother’s—At Pkg. ff 
a an J \O ll8 A New Low Price 
of 12 DC 
Apple Butter 
S19 c 
P. at G.-Ben Hur 
DOap 
Crystal White10®*” 39 c 
Bread 
whou whe«t 
16 -Ü Z . 
Loaf 
SfC 
D 
Red——Scott 
1309l11S 
County 3&« !25c 


B 
i i M 
i 5 
i' /l lb. C.n lOe— IO lb. C.n 53c 
2 9 c 


Seed Potatoes 
.S” 
2 S, $ 4.10 
Coffee 
• «■c'“'- 4 Lb., $ 1.00 
Coffee 
-.¿r- 50c 


Quak er Oats 


“A REAL VALUE’’ 
V / n i - v c ^ 
19 c 


2 Small Pkgs. 17c 
% 


H ^d Lettuce 
"«'.r 2 for 


0 
15c 
Leaf Lettuce 
Ir'*" 
20c 
Fresh Sp inach 
3 lb s.25c 
Celery 
Royal 
Stalk 15c 
Cauliflower 
whT* Heads, lb. 11c 


ATLANTIC & PACIFIC 


M t D 0 I f 
V. f 5 i f » H 
( > ( V I s ! 
H 


S t . l > A L l A , M U ., U J C iiV lU L K A l. 
1 H U K S U A Y , FEBKt'AKY Z I , 133Ü . 
HEALTHY, HAPPY 
BOY AFTER USE 
OF NEW KONJOLA 


CALIFORNIA LOST 
35-21 TO DYNAMO 
TEAM L AST NIGHT 


ADVISES HEAT OF 
RED PEPPERS FOR 
RHEUMATISM 


Grateful Parent Tells Ho w 
Medicine Reliev ed Kid­ 
ney and Liv er Ail­ 
ments 


Sho ps Team Beat Epwo rth 
Cagers 24 to 14 in 
Preliminary 


MASTER 
F R A N K L IN 
STEPH AN . 


“All bis life my step so n suffered 
with kidn ey tro uble,“ said Mr* Ed­ 
ward T. Phair, step father o f Fran k­ 
lin Step han , Ro ute No . 1, East St. 
Lo uis, 111. Frightful p ain s 
in 
the 
regio n o f the kidn ey s ren dered him 
terribly 
weak 
at 
times. 
Liver 
tro uble an d in digestio n added to his 
tro ubles. I co uld see him gro win g 
weaker an d mo re run do wm every 
day an d altho ugh 
I tried 
man y 
medicin es an d treatm en ts, he grew 
steadily wo rse. 
“I had heard so much abo ut Ko n - 
jo la that I decided to liave F ran k­ 
lin try it. He imp ro ved fro m the 
time he had taken the first bo ttle. 
He 
n o lo n ger ro se 
frequen tly 
at 
n ight, an d back p ain s disap p eared 
an d he slep t as 
a 
healthy 
bo y 
sho uld. He is n o lo n ger bo thered 
by gas after meals an d the bilio us 
attacks fro m diso rdered liver are a 
thin g o f the p ast. 
He 
en jo y s 
a 
healthy steady gro wth 
an d 
I 
be­ 
lieve Ko n jo la has given him every 
chan ce fo r healthy man ho o d. 
Ko n jo la is so ld 
in 
Sedalla 
at 
W en n er Bro s, drug sto re, an d by all 
the best druggists 
in all 
to wn s 
thro ugho ut this en tire sectio n . 


The 
Dy n amo s 
basketball 
team 
Califo rn ia W ildcats by a sco re o f 
rallied the last half to defeat the 
3."i to 21. in a game p lay ed Wed­ 
n esday even in g at Co n ven tio n hall. 
In a p relimin ary game the Sedalia 
Sho p s 
team 
han ded the Ep w’o rth 
M. E. church a 24 to 14 defeat in 
a w^ell p lay ed game. 
The Dy n amo s affair was slo w an d 
draggy , the lo cal team sho win g the 
effects o f the game p lay ed Tues­ 
day w'hen its members p lay ed in 
the city league game. 
The p assin g 
w'as go o d but the p lay ers were slo w* 
in breakin g fo r the basket an d as 
a result missed 
n umero us 
easy 
sho ts. 
At the half the sco re sto o d 
15 to 12 In favo r o f the sho p team. 
The WTldcats made a determin ed 
bid fo r the game when the seco n d 
half o p en ed an d quickly tied it up 
at 15 all. 
The Dy n amo s then go t 
do wn 
to 
busin ess 
an d 
sho ts 
by 
Jo hn so n , Miller an d Nicho ls sen t 
the sho p bo y s In to a lead that n ever 
was in dan ger o f bein g o vertaken . 
“Dutch” Miller who was held to a 
sin gle field go al in the first half 
bro ke lo o se fo r 13 p o in ts to take the 
sco rin g ho n o rs o f the even in g, an d 
the eleven p o in ts he co llected the 
last half, was en o ugh to en able fhe 
Dy n amo s to chalk up a win . 
Brady 
with eight p o in ts was high fo r the 
visito rs. 
The visito rs p lay ed a go o d hard 
game, but seemed to lack the kn ack 
o f hittin g the basket with an y de­ 
gree o f co n sisten cy , missin g man y 
go o d sho ts. 
The game w’as the thirtieth bask­ 
etball game o f the seaso n fo r the 
Dy n amo s an d o n ly a few mo re re­ 
main o n the schedule. 
Mis s ouri Pacific Dy namos (3 5 ) 
Play ers 
FG 
FT 
PF 
Miller, f................................6 
Jo hn so n , f. ( c )...................3 
Sho res, f...............................0 
Nicho ls, c............................5 
Smith, g............................... 0 
Case, g.................................. 1 


MUCH INTEREST 
SHOWN IN S.-C. 
SPRING TRACK 


Track Meet Will Be Held 
Here On Mo nday , 
March 3. 


Much in terest is bein g sho wn by 
the 
Smith-Co tto n 
studen ts 
in 
the 
co min g in ter-class track meet wTiich 
is to be held o n the high scho o l 
track begin n in g Mo n day March 3. 
Already mo re than eighty studen ts 
o f the fo ur classes o f 
the 
high 
ture 
VMt in to red p ep p ers, 
scho o l^ have turn ed o ut fo r the p rac- 
is 
this 
p en etratin g 
heat that 


Brin gs Almo st In stan t Relief 
When 
the 
in to lerable 
p ain s 
o t 
rheumatism o r aclus o r n euritis o r 
lumbago drive yo u n early m a d... 
do n ’t lo rget the marvelo us heat n a- 


re- 
lieves all p ain as it so o thes an d 
gets do wn un der the skin , seemin g 
to clear up in flammatio n in stan tly . 


tices fo r the co min g meet. 
The 
co mp etitio n 
fo r 
ho n o rs 
in 
the meet 
will 
be 
between 
the 
Sen io r-Freshman 
team 
an d 
the 
It is this gen uin e red p ep p er’s heat 
j 
team, 
Charles 
that is n o w’ co n tain ed in an o ln t- ! Patterso n an d Eugen e Pratt will be 
m en t called Ro wles Red P e p p e r R u b . !cap tain s 
o f 
the 
Sen io rs-Freshmen 
Yo u rub it o n witho ut fear o f blis-i^n d the So p ho mo res-Jun io rs will be 
terin g o r burn in g. 
As y o u m b 
y 
o 
u 
| cap tain ed by 
Wesley Russell an d 
can feel relief co me. 
There’s n o th-j^^^^®^ M ells. 
in g better fo r breakin g up a dan ger- | 
The track team w'hich will rep re- 
o us chest co ld, either. 
All durg-isen t 
Smith-Co tto n 
in 
the 
co min g 
gists sell Rowles Red Pepper Rub 
scho lastic meets will 
be 
cho sen 
in co n ven ien t jars. 
fro m tho se w’ho p ro ve o utstan din g 
in the in ter-class meet. In the co m­ 
in g scho o l meet an y o f the team 
¡makin g n in e p o in ts will be rew’ard- 
ed with a seco n d team letter. 
SUBDISTRia 
CAGE TOURNEY BE 
Yo ur Frail Bo y 
HELD IN SEDALIA Ho w To Help Him 


Drawings Made Wednes­ 
day Night fo r Games 
At High Scho o l 


His 
frail 
body 
crav es 
for 
health 
building Vitamins ex tracted from 
high grade Cod Liv er Oil 


« 
5 
- 
C O LU M N 
HERE’S SOME 
HOT NEWS! 
$30 


For y our old Radio or phon­ 
ograph s et when traded 
in on a 


NEW" APPOINTMENTS 
ON ARCHIVES STAFF 


Several n ew ap o in tmen ts to the 
Smith-Co tto n Archives 
staff 
have 
been made this week by Miss Mary 
Meade Jo n es, sp o n so r. 
Up o n the resign atio n o f Ken n eth 
Lo ve, en ro lled as a p o st-graduate, 
fro m the p o sitio n o f busin ess man ­ 
ager, R. J. Palm er was ap p o in ted 
to the p o st, while H arry May o be­ 
came asso ciate busin ess man ager. 
Claudin e 
W hittle 
has 
been 
ap ­ 
p o in ted asso ciate p ho to edito r to as­ 
sist Nin a Rutter. 
The co mp leted staff is as fo llo ws: 
Ro bert 
Thistletln vaite, 
edito r; 
Al­ 
ice Burchfield, asso ciate edito r; R. 
J. Palmer, busin ess man ager; ^ a rry 
May o , assistan t busin ess man ager; 
Edgar Williams, a rt 
edito r; 
Nin a 
Rutter, 
p ho to 
edito r; 
Claudin e 
Whittle, as.so ciate p ho to edito r. 


To tals 
.......................',15 
5 
California Wildcá Ls (2 1) 
Play ers 
FG 
FT 
Asahl, f..................................2 
1 
Brady , f.................................. 3 
2 
Sudro ck, 
c...........................2 
Ro th, g...................................0 
Katchman n , g...................... 1 
Öho rt, g................................. O 


To tals ...............................8 
5 
Referee: Williams, Kan sas. 


Vitamin es A an d D brin g ro ses to 
the p ale cheeks o f p un y y o un gsters 
■.........— - 
I an d in McCo y ’s Co d Liver Oil Ex- 
Drawin gs 
fo r 
the 
s 
u 
b 
- 
d 
i s 
t 
r 
i c 
t ’tract Tablets 
y o u get these p recio us 
basketball to urn amen t 
to be h 
e 
l d 
' ^^tamin s 
n o drugs o f an y kin d, 
at the Smith-Co tto n high scho o l Fri-1 
Mo ther, just try these sugar co at- 
day an d Salrday 
were made to day , ¡ed tablets fo r a few weeks an d bear 
an d 
are 
ready 
fo r 
the 
ap p ro val !iri min d that two tablets equal o n e 
o f the co aches o f the six teams j teasp o o n ful o f Vitamin tested (?o d 
en tered. 
; Liver Oil. 
The games will be held Friday i 
Remember also that fo r every ail- 
n ight, Saturday mo rn mg an d after- men t, run do wn o r n n derw eight co n - 
Do o n with the fin als Saturday n ight, jditio n fo r which Co d Liver Oil is 
The o p en in g ro un d drawin g are ¡p rescribed that McCo y ’s Co d Liver 
fo llo win g: W arren sburg high sch o o l'o il Extract Tablets are just as go o d 
a by e, Otterville a by e, they w ill;—a fact that can n o t be den ied. GO 
p lay Saturday mo rn in g; Sedalia vs. i tablets, GO cen ts at all drugsto res— 
Hn ghesville to p lay Friday n ight, take y o ur Vitamin s sGaight.—Adv. 
an d W arren sburg vs. Smithto n to (, 19 39 Mo C. L. In c. 
PF p lay Friday n ight, if the drawin gs 
_ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
0 j are ap p ro ved. 


PERDUE NEAR TO 
THE TITLE PENNANT'. 
By The A sso ciated I-ress. 
CHICAGO, 
Feb. 
27.—It 
will 
re­ 
quire a wide o p en up set to keep 
Purdue fro m han gin g the 19 30 Big 
Ten basketball champ io n ship n ext 


HORTON SMITH IN 
ANOTHER VICTORY 


PITCHING RECRUIT 
APPEARS GOOD 


By The Asso ciated Press. 
FORT 
MYERS, Fla., Feb. 
27.— 
On ly two day s o ut o f the p re-sea­ 
so n 
cruise, 
Co n n ie Mack, 
chief 
skip p er o f the champ io n Athletics, 
has 
exp ressed 
himself 
as 
“very 
much 
in terested” 
in 
the 
baseball 
man n ers o f o n e o f his ro o kie p itch­ 
ers, Alfred Maho n . 
Maho n , the o n ly 
left 
han der 
amo n g 
this 
y ear’s 
recruits, 
hails 
fro m Pilger, Neb., w’here he p lay ed 
with a semi-p ro team. 
He is 
a 
slen der slx-fo o ler. Maho n came un ­ 
der M ack’s ey e y esterday while he 
was p itchin g to batters, an d the 
i ease an d grace with which 
he go t 
the ball 
away held Mack’s 
atten ­ 
tio n . 


ORLANDO, Fla., * Feb. 27.—(.P)— 
Desp ite a falterin g p utter Ho rto n 
Smith o f Detro it Wedn esday wo n his 
ISth go lf cro wn in 15 mo n ths as he 
j cap tured the title o f. the S2,000 cen - 
^ 
. 
.tral I’lo rida o p en to urn amen t with 
to the 19 29 fo o tball title p erin aut. 
36 ho les. 


Smith’s wo rk with the p utter was 
The firm o f Murp hy an d Wo o den 
last n ight did mo st o f the heavy 
w’o rk givin g Purdue a 29 to 16 vic­ 
to ry o ver No rthwestern to p o un d 
the seven th rivet in to its ho ld o n 
first p lace—with three games y et to 
be p lay ed. 


Swiftest, Ea siest Wa y 
to End Bilio us Sp ell 


go o d 
durin g his 
first n in e ho les 
wiien 
he 
sco red 
a 
33, 
two 
stro kes belo w^ p ar o n Orlan do Co un ­ 
try Club co urse, but the club fail­ 
ed him in the last n in e lio les an d 
he missed a n umber o f sho rt stro k­ 
es to take a 37 o n the 3G p ar di­ 
visio n . 


CAPITAL BEATS 
THE SEDALIA LIFE 
TEAM 24 TO 21 


De Mo lay s Beat Smithto n 
Metho dist In Game 
Last Night 


Two divisio n B games were p lay ­ 
ed o n the Y. M. C. A. co urt last 
n ight. 
In the first game, the Seda- 
j lia Life In suran ce Co mp an y were 
i humbled 
by 
the 
Sedalia 
Cap ital 


j Bulldo gs 24 to 21, in * the seco n d 
j the DeMo lay s were victo rio us o ver 
the Smithto n Metho dists 33 to 21. 
High sco re fo r the even in g was 
made 
by 
Pasley , 
cen ter 
fo r 
the 
De Mo lay s who tabulated 19 o f the 
I to tal 33 p o in ts 
his team 
made. 
Stien er, fast fo rward, fo r the Bull­ 
do gs, W’as seco n d with 15 p o in ts. 
The lin eup : 
Bulldogs (2 4 .) 


We 
are 
assistin g the 
Smithso n ian In stitute, W ash­ 
in gto n , D. C., in their search 
fo r o ld Radio sets. 
Brin g in y o ur o ld Radio o r 
p ho n o grap h 
n o wz 
If the 
Radio co n tain s features the 
Smithso n ian 
In stitute are 
.seekin g, yo u get an extra 
^10, to talin g 
$40.00 fo r Yo ur 
Old Set 
an d have the great satisfac­ 
tio n o f o wn in g that w’o n der 
fill n ew 1930 


with the Colortura 
Dy namic Speak er 
Presen t p rices are p o sitively 
guaran teed 
un til 
Jan uary , 
19 31. 
Buy n o w an d en jo y 
the p leasures o f Radio . 


MiddI’Et o n s 
RADIO SHOP 
212 OHIO ST. 
PHONE 271 


Sedalia's iVlost 
Scientific Radio Serv ice 


G. 
FT. 
F. 
Stiener, f........................ 
6 
3 
0 
J o y ce, f............................ 
4 
0 
0 
Fischer, f.......................... 0 
0 
0 
Wright, g....................... 
0 
0 
3 
Sto ne, g........................... 0 
1 
0 
— 
— 
— 
To tals ...................... 
10 
4 
3 


Sedalia Life Ins urance 
(2 1 ) 
G. 
FT. 
F. 
Yeary , f........................... 
1 
0 
3 
Edding, f........................ 
2 
0 
1 
Merrio tt, f....................... 3 
1 
0 
Mo o re, c........................... 3 
0 
0 
Hudso n, g........................ 0 
0 
0 
Williams, g. 
............... "1 
0 
3 


To tals ...................... 
10 .. 
1 
7 
Referee: 
W^eise, 
Mo ntgo mery 
Ward. 
1 
— ...... . 
1 
DeMolay s (3 3 .) 
1 
G. 
FT. 
F. 
1 Leslie, f........................... 
1 
0 
1 
i Slatto n, f. .................. .. . 0 
0 
0 
I Pasley , f.......................... 9 
1 
0 
! Ho dges, c......................... 1 
1 
1 
Shackelfo rd, g............... 0 
1 
3 
1 Gibbs, 
g............................3 
2 
2 
1 
—- 
— 
— 
i 
To tals ........................ 14 
5 
7 


Smithton Methodis t 
(2 1 ) 
! 
G. 
FT. 
F. 
Bo lte, f............................. 2 
2 
0 
Mo nsees, f....................... 2 
0 
0 
I Allee, f.............................. 0 
0 
1 
1 Elliso n, f.......................... 2 
0 
1 
0. Mo nsees, c.................. 1 
1 
2 
Green, g........................... 2 
0 
0 
Kahrs, g........................... 0 
0 
no 
L. Mo nsees, g.................. 0 
0 
2 
. — 
— 
To tals ........................ 
9 
3 
9 


J % i e e d 
l e 
s s 
S u f f e r in g 


The nex t time a headache makei 
y o u stay at ho me— 


Or so me o ther ache o r pain pre­ 
v ents y o ur keeping an tngag« nent— 


Remember 3ay er Aspirin! Fo r 
there is scarcely any pain it canno t 
reliev e, and reliev e pro mptly . 


These tablets giv e real relief, o r 
millio ns wo uld no t co ntinue to take 
them. They are quite harmless, o r 
the medical pro fessio n wo uld no t 
co nstantly prescribe them. 


Do n't be a marty r to unneo eseary 
pain. ^To co lds that might so 
easily be checked; to neuritis, neu­ 
ralgia; to tho se pains peculiar to 
wo men; o r any suffering fo r which 
Bay er Aspirin Is such an effectiv e 
antido te. 


Fo r y o ur o wn pro tectio n, buy ihe 
genuine. Bay er is sq/s. It's alway s 
the same. It nev er depresses the 
heart, so use it as o ften as needed; 
but the cause o f any pain can be 
treated o nly by a do cto r. 


B A Y E R A S P I R I N 
ABpirin it the trsde mark of Bay tr Maaufaetun of Monoaeetieacidaiter of SaUcyUeadd 


Referee: 
Ward. 
Weise, 
Mo ntgo mery 


Ro adster while it was p arked o n 
West Pettis street. He 
also 
said 
that so meo n e had 
tamp ered 
w’ith 
liis mo to rmeter but had n o t taken 
it as they co uld n o t get it o ff. 


FERTILIZER FOR 
SPRING CROPS 


It’s the Sta rt 


T H A T t O U N T S 


ROOKIE LAST YEAR 
TO BE A REGULAR 


Their first weeks are critical 


By The Asso ciated Press. 
W EST PALM BEACH, Fla., Feb. 
27.—Rick 
Ferrell, 
ro o kie 
catcher 
last seaso n , was to ld he is No . 1 
i backsto p with the St. Lo uis Bro wn s 
this y ear by Man ager “Billy the 
I Red” Killefer, as he step p ed to the 


I p late to dust the co bw’ebs fro m his 
I battin g ey e o n the seco n d day o f 
! the sp rin g train in g jaun t. 
' 
“I to ld y o u last sp rin g y o u were 
i the 
best y o un g catcher 
Pd 
seen 
j so me 
up 
in y ears,” 
Killefer to ld 
! the lithe lad. 
“That still go es.” 
! 
Fifteen p lay ers were in un ifo rm 
w e e k s - w h e n their lives dep en d ¡an d eight are absen t, but that was 
_ _ _1 
« ,.« #;#« 1 exp lain ed by the fact tran sp o rtatio n 
o n y o ur care, an d y o urp ro fita . 
dep en d o n their In -mg. tjuisen - 
berryQualityStartin gFo iHlwilh 
Buttern n ilk in sures healthy , 
thrivin g chicks. Co mbin ed with 
every feed essen tial, its Min ro l- 
Pro tin an d HWf» Gen uin e No r­ 
wegian Co d Over Meal builds 
sturdy bo dies that develo p 
rap idly in to husky bro ilers an d 
vigo ro us p ullets. 


Bulletini o n ca re a nd feed ing 
o f chick s p a ck ed in every sa ck , 
SF-9 


When 
y o u 
n eglect 
tho se 
first 
sy mp to ms 
o f 
co n stip atio n — bad 
breath, co ated to n gue, listlessn ess, 
the who le sy stem so o n suffers. Ap ­ 
p etite lags. Digestio n slo ws up . Yo u 
beco me headachy , dizzy , bilio us. 
It’s easy to co rrect sluggish bo wel 
actio n ! Take a can dy Cascaret to ­ 
n ight. See ho w quickly —an d p leas­ 
an tly — the 
bo wels are activated. 
All the so urin g waste is gen tly p ro ­ 
p elled fro m the sy stem. Regular an d | 
co mp lete bo w’el actio n is resto red. 
Cascarets 
are 
made 
fro m 
p ure 
cascara, a substan ce which do cto rs 
agree 
actually 
s trengthens 
bowel 
muscles. All drug sto res have Cas­ 
carets. 10c. 


Fights Las t Night 
SAN 
RANCISCO—J ack 
Stewart, 
San Francisco , sto pped Alex Ro we, 
Ho no lulu 
(5); 
Benny Gallup, 
St. 
Paul, o utpo inted J o hnny O’Do nnell, 
Denv er, (6 ). 
DETROIT—Geo rge 
Trafto n, 
Chi­ 
cago , kno cked o ut Harv ey Starr, De­ 
tro it, (3). 
PHOENIX, 
Ariz—Battling 
Sikl, 
Pho enix , o utpo inted Leo nard Ben­ 
nett, Detro it, (1). 


Travel By Bus—Sedalia-Sp rin gfield 


Connections at Springfield 
fo r St. Louis , Joplin, Brans on 
UNION BUS DEPOT—STH A OHIO 


Sedalia 
Lv 8 :4 5 A.M. 3 :1 5 P.M. Lv Springfield 7 :3 0 A.M. 1 2 :3 0 P.M. 
Wars aw Lv 1 0:05 A.M. 4 :3 5 P.M. 
Lv Buffalo 
8 :5 0 A.M.. 1 :50 P.M. 
Ar Springfield 
1 :3 5 P.M. 8 :05 P.M. Ar Sedalia 
1 2 :2 0 P.M. 5 :2 0 P.M. 
Intermediate Points Reached on Schedule. 
Fred Harvey 
Phone 661 Sedalia 
Phone 2 3 5 Wars aw 


Louis F. Ritchie, Fire, Aiito Liabili­ 
ty In suran ce. 309 Ohio St. Pho n e 6. 


We are o rderin g o ut a sup p ly o f 
Fertilizer 
fo r 
all 
Sp rin g 
Cro p s. 
Read 
Pho sp hate 
Co mp an y ’s 
go o ds 
in 
sp ecial 
p ap er 
lin ed 
bags. 
It’s 
clean to han dle. We carried these 
go o ds last y ear an d 
fo un d 
them 
j 
very satisfacto ry . 
The 
p rice 
is 
right. 
Our No . 
6 
Truck 
Gro wer 
is fin e fo r p o tato es. 
Sedalia Mill­ 
in g 
Co mp an y , 
p ho n e 
799 
o r 79 8 . 
—Adv. 


RADIO SERVICE 
CARSON MEREDITH. Pho n e 18 78 
7t.h an d Lamin e Sts. 


*s Co lds 
Best treated witho ut 
d o 
^ — J a t n i b o a 


VAPORUI 
o v ef» MILLION JARS USEP YEARLY 


NEGRO REPORTS T H E F T 
OF .\N AUTO CUSHION 


Wess Emerso n , n egro , rep o rted to 
p o lice last n ight that so meo n e had 
sto len 
tlie cushio n o ut o f his Fo rd 


SEDALIA TRANSFER CO. 


wants to do y o ur LONG DISTANCE MOVING. 
Bo nded Clo sed Trucks—Cargo es fully Insured. 
Reg ula r o ver-nite service to Bo o nville, Co lumb ia 
a nd St. Lo uis. 


TERMINALS: 
Sedalia Fuel Co . 
Os age 
& Pacific Sts . 
Sedalia, Mo. 
Phone 7 6 
Unio n Truck Depo t 
7 01 South 6th St. 
St. Louis , Mo. 
Central 3630 


Sedalia Manthly Stack Sale 
Mo n day, March 3rd 
Our nex t sale will be the biggest o f the seaso n and 
o ne o f the best we hav e ev er held. Much mo re stuff 
than is listed here will be o ffered fo r sale. 
Bring In What Yo u Hav e—It Do esn’t Hav e To Be 
Listed 
WE WILL SELL IT! 
Co me Early —Share in the Bargains— 
Sale Starts at 9 :30 o ’Clo ck Sharp, 
HORSES & MULES 
Gray Ho rse 
Go o d Gray Ho rses 
Bro w’n Ho rse 
1 
Bay Ho rse 
1 
Black Ho rses 
2 
Black ho rse 
1 
Bay Ho rse 
2 
White Ho rse 
1 
Black Ho rse Mule 
Bay Ho rse Mule 
Black Ho rse Mule 
Black Mare Mule 


Bay Mare 
Bay mare 
Bro wn Mares 
Gray mare 
Bro wn Mares 
Black mare 


1 Gray Mule 


MONTGOMERY & MONTGOMERY 
LAWYERS 


John I. Martin 
John 
Montgomery , 
Jr. 
112 W. 4 th 


Lee Montgomery 
John Z. Montgomery 
Phone 280 


PHONOGRAPH REPAIRING. 
Repairs In sto ck fo r all makes. 
Carso n Meredith. 7 th 
ao d 
Lamine 
streets Pho no 18 7 8 .—Adv 


Lo velan d Fuel an d 
Feed Co . 


D i s t r i 
b u t o i 
s , 
S e d a l i d 
2 01 to 2 1 5 E. Main 
Phone 2 2 8 


in a 
Jus t s ay that y ou are 
hurry for y our coal and watch 
us hus tle up y our order. 


We hav e all the bes t grades 
of coal on hand. 


Giv e us y our order today for 
a ton of our 
JEWEL LUMP 


“A good coal at a cheap price” 


Men ef ee Co al Co . 


p h o n e 3 2 8 


SEDAIIA-GOIUMBIA BUS WHho ul Transfer! 
LEAVING SEDALIA UNION 
BUS 
STATION 
5th 
and 
Ohio 
7 :1 5 A. M. Arriv e Columbia ........................9:5 0 A. M. 
1 2 :2 0 
Noon 
Arriv e 
Columbia ........................2 :5 0 P. M. 
5 :3 0 
P. M. 
Arriv e Columbia .........................8 :00 
P. M. 
M V |q |% 0 
LEAVING COLUMBIA 
6:1 5 
A. M. 
Arriv e Sedalia ..............................8 :4 5 
A. M. 
0 0 ^ 
1 1 :00 
A. M. 
Arriv e Sedalia 
..............................1 :4 5 
P. M. 
4 :00 
P. M. 
Arriv e Sedalia 
..............................6:5 5 
P. M. sms^mima mmm 
Sedalia, Mars hall, Slater, Glas gow, 
Fay ette, 
Arms trong, 
Roanok e, 
Hunts v ille, 
Moberly 
Two 
Round Trips Daily — Leav e Sedalia— 7 :1 5 and 1 2 :3 0 Noon 
Regular 
Daily 
Schedule 
Mars hall. Boonv illr, Carrollton and Chilli- 
cothe. 
DELPH 
& SHORT, Prop. 
Bro o der Co al 


We have a fin e Co al o rdered esp ecially 


fo r y o ur bro o der. 
PHONE 26 
Stanley Co al Co mpany 


Yards: 
120 N. Ohio an d 620 E. 5th 


\ 


where 
wo men o r 
children are co n­ 
cerned the serv ices o f o ur lady 
attendant are particularly v alu­ 
able. 
Ex perience to gether with 
inherently feminine qualities ac­ 
co unt fo r this fact. 


Her serv ices are freely o ffered 
witho ut additio nal charge. 


G i l l es p i es 
FUNERAL HOME 
Ladv Attendant-Ambulance Serv ice 
PHONE DAYWNIGHT 175 


WAGONSr-BUGGIES 
2 Farm Wago ns with bo x 
1 Grav el Wago n 
1 Light Wago n 
1 1-Ho rse Wago n 
2 To p Buggies 
IMPLEMENTS 
2 Gang Plo ws 
1 Sulkey Plo w, new 
1 J o hn Deere Riding Lister 
1 Disk Cultiv ato r 
2 Drag Harro ws, go o d 
1 Disc Harro w, go o d 
2 Riding Cultiv ato rs 
1 Ro ck Island Planter, go o d 
2 16 inch Plo ws 
2 14 inch Plo ws 
2 12 inch Plo ws 
1 Seeder fo r grass and o ats 
1 10 inch Gang Plo w 
1 Do uble Sho v el Plo w 
1 Garden Plo w 
3 Garden Ho es 
1 J o hn Deere Co rn Planter 
2 Po st Mauls 
1 Pair Wire Stretchers 
1 Ro ll Planter Wire 
1 Co rn Sheller 
1 Co rn Grinder 
1 Pair Buggy Shafts 
1 Buggy To ngue 


MISCELLANEOUS 
7 5 Hedge Po sts 
500 Oak Po sts 
1 Lo t Nativ e Lumber 
HOUSEHOLD GOODS 
2 Beds 
2 Dressers 
6 Dining Ro o m Chairs 
2 Ro cking Chairs 
2 Dining Tables 
2 Rugs 
1 Lo t Co o king Utensils 
1 Duo fo ld 
1 Ice Bo x 
1 Sewing Machine 


c o w s —CALVES • 
1 J ersey Co w 
1 J ersey Co w, giv ing milk 
1 J ersey Co w, fresh 
2 J ersey Calv es 
1 Ho lstein Co r 
1 Red Co w 
2 Red Calv es 
HOGS 
10 Sho ats, 50 lbs. 
4 Sho ats. 40 lbs. 
12 Sho ats, 75 lbs. 
4 So ws 
1 Male H o f 
POULTRY 
6 Pure Bred Buff Ro o sters 
24 White Legho rn Chickens 
HARNESS 
3 Sets Breeching Harness 
3 Sets Farm Harness 
Sets Chain Harness 
Sets Go o d Heav y Harness 
Set Single Harness 
Set Heav y Single Harness 
Pair Blii^d Wo rk Bridles 
Pair Open Face Bridles 
4 Pair Lines 
1 Lo t Hames 
2 Sets Buggy Harness, do uble 
2 Saddles 
3 Riding Bridlef 
15 Ho rse Co llars, all sizes 
1 Lo t Harness 
TOOLS, ETC. 
1 Lo t o f To o ls Hammers 
Saws 
Chisels 
Wrenches 
Pumps 
1 Water Tank 
2 Lo g Chains 
2 Pair Do uble Trees 


Auto To o ls 
J acks 
2 Ax es 
1 Cro ss Cut Saw 
1 Lo t Sho v els 
1 Lo t Single Trees 


1 .22 Rifle 
3 Incubato rs 
1 Sho t Gun 


USED CARS & TRUCKS 
1 Fo rd Truck 
J Graham Truck 
1 Fo rd Sedan 
1 To uring Car 
1 Co upe 


1 Washing Machine 
1 Range 
1 Co o k Sto v e 
1 Co al Heater 
1 Oil Sto v e 
6 Windo w Shades ’ 
1 Ladder 
1 Iro n Kettle 


Fa rmers, Attentio n! 
On the d a y o f the sa le we will g ive a Sp ecia l Disco unt 
o n a ll New Ro ck Isla nd Imp lements a nd o n g o o d , 
ea sy terms. 
GIVE US YOUR ORDER. 
Ask Ab o ut Our Fina nce Pla n—2 Yea rs To Pa y. 


Sale Starts at 9:30 A. M. Sharp 
401 W. MAIN ST. 
E. J. ERSKINE, 
SALKS UlRKLI'Uii 
Kemp Hiero ny mus, 
Auctio neer 


Miserab le W ith 
Back ach e ? 
To o Often I t Wa rns o f 
Diso rd ered K id neys. 
A CONSTANT backache, with 
J. 1. kidney irrep ulari des. and a stiff 
achy, worn-out feeling ail too often 
warn of disordered kidneys. Don’t 
take ^^anc^f Help your kidneys 
with D o a ns Pills. Recommended 
the world ov er. Sold by d e a l e r s 
ev erywhere. 
50 ,0 0 0 Users En do rse Do an ^s: 
M r*.C .s .p’L« *ry. 223 E. W« lburgSt., 
aavannah Ga., fiay *: *‘I was tired, s tift 
j**' 
Headache*and nervouatjea* both­ 
ered me. The kidney s ecretion* t¥cre *cant 
Md broke my res t at night. After taking 
Doan's Pill* thes e Uroubles were gone." 
DOAN'S PlUS 
A Stimu lan t Diu retic to th e Kian ey s 


SECOND B A n iE 
OF THE PALMS BE 
FOUGHT TONIGHT 


T1ÍÍ-. M M I A M A . .>1U.. I J E .V I U I K A I , 
m L l K S O A Y . K K K R I I A W V 2 7 , 1 9 30 . 


Jack^ Sharkey 
to 
Enter 
Rinp Fav orite Ov er 
I 
British Champion 


ItETROIT ATTORNEY 
.. SHOT BY ASSASSINS 


Hy Tl.f; As^'Oflnt(,d 
DETROrr, 
Frh . 27.—Alfonso E. 
Sirica, attornoy for James Fernandcx 
who was conv icted of the kidnaping 
of 5 year old Ja-kie Thompson, lay 
' dangerou-sly 
wounded 
today, 
the 
v ictim of two 
would-be assassins 
whom he says he recognized. 
Sirica was shot last night by one 
of two men who drov e alongside his 
automobile. 
Six charges weer fired 
from a pump gun. 
Sirica wrote a note to William D. 
Brustar, 
assistant 
prosecuting 
at- 
‘itorney saying he recognized the 
men who shot him. 
He refused to 
giv e their names. 


STOMACH 
UPSET 


Get at th e real cau se. Th at’s wh at 
th o u san ds o f sto mach su fferers are 
do in g n o w. In stead o f tak in g to n ics, 
o r try in g to p atch u p a p o o r digestio n , 
th ey are attack in g tlie real cau se o f 
th e ailmen t—clo gged liv er an d dis­ 
o rdered b o wels. 
Dr. Edwards Oliv e Tab lets h elp 
aro u se th e liv er in a so o th in g, h ealin g 
way . Wh en th e liv er an d b o wels are 
p erfo rmin g th eir n atu ral fu n ctio n s, 
p eo p le rarely su ffer fro m in digestio n 
an d sto mach tro u b les. 
Hav e y o u a b ad taste, co ated to n gu e, 
p o o r ap p etite, a lazy , do n ’t-care feel­ 
in g, n o amb itio n o r en ergy , tro u b le 
with u n digested fo o ds? Try Oliv e 
Tab lets, th e su b stitu te fo r calo mel. 
Dr. Edwards Oliv e Tab lets are a 
p u rely v egetab le co mp o u n d. Kn o w 
th em b y th eir o liv e co lo r. Th ey do 
th e wo rk with o u t grip in g, cramp s o r 
p ain . All dru ggists. 15c, 30c an d 60c. 
Tak e o n e o r two at b edtime fo r 
q u ick relief. Eat wh at y o u lik e. 


Special Factory 
Demonstration 


Now Going on of the 


New All-Enamel 
MAJESTIC 
RANGE 


Known for fifty y ears for its 
s uperb 
quality , 
and 
for 
long- 
las ting value, the Majes tic now 
gives y our kitchen new beauty 
and 
s potles s 
cleanlines s , 
with 
a s election of charming colors 
in full porcelain enamel. 


You are cordially invited to 
come In this week and allow 
our 
factory 
repres entative 
to 
s how y ou the many exclus ive 
and 
s uperior 
features 
of 
the 
Majes tic. 


By purchas ing a range during 
this s pecial s ale, y ou will 
re­ 
ceive abs olutely free a 5 Piece 
s et 
of 
Enamel 
Cocking 
Uten- 
s its . 


We will 
be glad to explain 
our “ Pay as y ou us e it” plan 
whicli 
makes 
it 
pos s ible 
for 
y ou to own a Majes tic at once; 
,no interes t or carry ing charge. 
This week Is y our opportunity , 
drop in any time. 


CONDICT 


^ W . 2 n d 
Ph o n e 1 2 4 


(By 
ALAN 
GOULD) 
As s ociated Pres s Sports W riter 
MIAMI, I'la., Fob. 27.—Today was 
fight 
day 
along 
the 
palm-fringed 
boulov ards. 
with the 
crowds and 
chatter, the balmy breezes and the 
twittering of the ballyhoo birds that 
flock 
to the mid-winter carniv als 
of fistiana. 
Behind all the gayety and the 
glamor of tropical scenes, the boys 
associated with the second annual 
battle of the palms were hoping for 
the best but fearing the worst— 
hoping an elev enth hour rush for 
the turnstiles would materalize but 
fearing 
a 
financial 
flop; 
hoping 
that Phil Scott, the London fire 
laddie, would make a gallant fight 
of it all but fearing that the rough 
rugged 
American, 
Jack 
Sharkey, 
would turn the main ev ent tonight 
into a one-siijed punching bee. 
Thirty-six years ago In Jackson­ 
v ille, 
gentleman 
Jim 
Corbett, 
American 
holder 
of 
the 
world’s 
heav yweight championship knocked 
out the pride of England, fiery little 
Charley Mitchell, in three rounds. 
In a fugitiv e prize fight that re­ 
sulted in the arrest of all concern­ 
ed as law v iolators. 
Tonight, in the Miami arena built 
by 
the 
Madison 
Square 
Garden 
Corporation of 
New 
York, 
Jack 
Sharkey enters the ring an ov er- 
w'belming fav orite to repeat Angto- 
American boxing history by knock­ 
ing out Phil Scott in the 15-round 
feature of an all-star heav yweight 
card of fiv e bouts. Although there 
is no chance whatev er of a sellout, 
the show appeared certain to at­ 
tract a notable gathering of wealth 
and fashion, of talent and celeb­ 
rities to the ringside. 
No title was at stake but the 
champioiishlp aspirations 
of 
the 
principals 
were 
inv olv ed, for the 
winner, 'j^iiether Sharkey or Scott, 
will be within a stride of a decisiv e 
match for the world’s heav yweight 
crown put a^ide by Gene Tunney a 
year and a half ago. 
Only Max Schmelling, the German 
champion, is considered to stand at 
present in the path of the surv iv or. 
And Max^ whoi is in perfect health 
in Germany in spite of alarming, 
ballyhoo-inspired reports circulated 
yesterday that he had been injured, 
is prepared to meet either Bharkey 
or Scott In June at New’ York un­ 
der the terms of an agreement al­ 
ready reached. 
The contrast in the setting of the 
nineties and that of today, the con­ 
trast, too, between this affair and 
the fantastic v enture of a year ago 
that follow'ed the death of Tex Rick­ 
ard, was no less marked than the 
difference 
between 
tonight^s prin­ 
cipals. 
Scott, the pale and apprehensiv e 
looking Briton, holds tlie champion­ 
ship of his homeland, but has yet 
to demonstrate either tliat he has 
a punch or that he has much ring 
ability beyond that of a fair boxer. 
Scott has been well conditioned 
but failed to thriv e nnentally on 
American methods or gatn stimula­ 
tion 
from 
the 
v ocal 
outpourings, 
and 
the 
combativ e 
spirit 
of 
his 
Newr York manager, Jimmy Johns­ 
ton. 
Sharkey, 
thoroughly 
ait 
home 
splendidly conditioned and equipped 
has displayed ev ery determination 
o remov e the stigma of a some­ 
what erratic career, and remov e all 
obstacles in his path to the world's 
championship 
battle. 
In 
speed, 
punch and resourcefulness, as well 
as 
confidence, the 
American 
has 
marked adv antages ov er his British 
riv al. 


6 'lea m în^ ha ir! 


PLAN PENETRATING 
FAR INTO CAVERN 


I By 'ill*. 
'.<0* iut-d I’re s. 
CARLSBAD CAVERN, N. M., Feb. 
¡27.—The 
presence of a 
party of 
New York newspaper men bent up­ 
on penetrating the unexplored re- 
I cesses of the mighty Carlsbad Cav ­ 
ern lias stimulatf d fresh interest in 
this underground wonderland. The 
lure of the unknown adds charm 
to this subterranean palace of nat­ 
ural marv els. 
^^hile more than twenty miles of 
v ast cliambers and passages of the 
cav ern 
hav e 
been 
explored 
and 
charted, new’ tunnels are constant­ 
ly being 
discov ered 
leading 
to 
chambers of crystalline lov eliness 
ev en more spectacular than those 
already known. 
The only know’n mouth of the 
Cav ern is at the top of one of the 
rolling foothills of the Guaralupe 
range, w’hich forms the 
southern 
end of the Rocky Mountain system. 
There 
is 
another 
opening 
some­ 
where, but it has nev er been dis­ 
cov ered. 
A downward air current 


PAGE NINE 


The w’ay modern hair dressers 
accentuate your hair by lov ely lines 
and contoiiis makes it important to 
keep the hair in perfect condition. 
^ 
Now, millions know' the quickest rii'om the only discov ered entrance 
way to giv e the hair new’ life and mov es through the underground pas- 
lustre; 
to 
bring out 
its 
natural sages to some v ent yet to be found, 
color, is with Danderine. 
It is so 
Just j’ecently a remote chamber 
easy to use: you simply moisten j"as discov ered containing a lake 
your brush w’ith it each time you i5 -feet deep. Among other finds In 
arrange your hair. 
the past year were some chambers 
Danderine dissolv es the crust of ¡adorned with a v ast array of stala- 
dandruff; 
stops falling hair; putsi^^ffi^s of lace-like delicacjN 
the scalp in the pink of condition. ' 
-------------- — -------------- 
It helps the hair prow long, Bilky, ¡RETRACT STORY ON 
abundant; 
giv es 
it 
more 
lustre i 
F « 5 T A T F f l F « T T T n n F 
than bnlliantinc. 
It makes the hair | 
xhoAxYAlii v l i oLJ Av yJ.U.li^ 
easy-to-arrange; holds it in place. L 
, 
. 
Wav es lock nicer; stay in longer i 
sia> m longer , 
e o u IS. Feb. 27-The St. Louis 


j Post-Dispatch 
today 
retracted 
a 
I story published yesterday in w’hlch 
lit said the estate of the late John 
;F. Beits, stock broker who ended 
,his life last Nov ember after suf- 
fering heav y losses in the stock 
Drufl Stores - Thirty Five Cents market crash, had been wiped out. 
' 
The newspaper 
said 
the 
state- 
I ment 
was 
erroneous 
and 
quoted 
Tom K. 
Smith 
president of the 


when “ set” with Danderine. 
Danderine 
The One â iinute Ha ir Bea utifier 


SP R IN G FIELD W OM AN 
WAS FA TA LL Y INJ URED Boatman’s National Bank, which is 
¡executor of the Betts estate, as 
‘saying 
it was 
hoped 
to 
salv age 
about $300,000 from the estate less 


By The Associa ted Press. 
SPRINGFIELD, 
Mo., 
Feb. 
27 


Mrs. Elizabeth Hinkley, 61, w’ife of | costs of administration and taxes. 
H. A. Hinkley, a Springfield police Nine months 
remain 
In 
which 
officer, died in a hospital here to-1 
may be filed against the 
day from injuries she suffered in 
but so far only about $5,000 
a motor car accident here Monday 
claims hav e been presented. 
night. 
Her husband, who was driv - 
^ member of the New 
York and St. Louis 
Stock 
Ex- 


Consider Quality 


When y ou buy a radiator for 
y our car, don't take 
any old 


thing, 
take 
a 
good 
look and 


s ee what y ou are buy ing. 
For 


example: 
Our 
radiators 
for 


Model “T" Fords have a core 


2 Inches thick, not V/2 Inches . 


We 
als o 
s ell 
radiators 
for 


Model 
“A" 
Fords 
and 
Chev- 
rolets at reduced prices . 


C A SH - CUTPRICES - QUALITY 


115 W. Main Phone 9 62 


¡MARGARET LOVE IN 
BROADCAST TODAY 


The National high school orchek 
tra, of which Margaret Lov e, pop­ 
ular Smith-Cotton and Sedalia v io­ 
linist is a member, broadcast this 
afternoon and Friday morning wll 
again be on the air. 
Today the 
• orchestra broadcast at 2 p. m. East- 
lern Standard time ov er the Nation­ 
al Broadcasting chain in a concer 
and full program of the orchestra. 
^ ^ Friday 
morning 
at 
11 
o’clock 
Eastern time and again at 11:30. 
the orchestra will broadcast ov er 
the 
National 
Broadcasting 
chain 
out of New York City, on the RCA 
Educational hour. 
The orchestra 
will be under the direction of Mr. 
Walter Damrosch. 
The 
orchestra 
Is 
composed 
o 
more than 300 pieces of the bes. 
¡school talent in America, chosen by 
[competitiv e tests held In the larg­ 
er schools in America. 


ing the car, w'as uninjured. 


GETTING UP NIGHTS 


changes. 


Notice to Auto Owners 
All automobile owners must hav e 
11930 license 
plates 
on 
cars 
by 
i March 15. J. W. Meyer, Constable. 
—Adv . 


Is Nature’s Danger Signal. 
Jos. F. Boedefeld, R. 14, Baden, 
Sta., St. Louis, Mo., Says, “ I will 
tell or w’rite about my complete 
relief with Lithiated Buchu ( K 
e l l e r ! --------------------------------- 
Formula). How I was reliev ed of i SMITHTON HAS 
gettiug up nights and the terrible j 
ROME MAKING CLUB 
burning, noticed a 
change 
m 
31 
days.” It a^ts on bladder as epsom 1 
The ladies of the Smithton Home- 
salts do on bow'els. 
Driv es 
out! uiaking club bought, prepared, and 
foreign deposits and lessens exces- i 
a balanced meal at the 
meet- 
siv e acidity. This reliev es the 
Wednesday, 
ritation 
that 
causes 
getting 
up 
The meal contained all the re- 
nights. The tablets cost 2c each ‘ Quisities of a balanced meal, in- 
at all drug stores, Keller Labora- eluding protiens, fats, carbohydrates, 
tory, Mechanicsburg, Ohio or local­ 
ly at W. E. Bard Drug Co. 


Not Cunningham’s Farm. 


in 


Local Time Table 


MISSOURI 
PACIFIC LINES 
(Effectiv e 12:01 a. m., January 
East Bound Main Lino 
No. 14—Leav e................ 12:50 a. 
No. 20—Leav e....................... 2:25a. 
No. 10—Leav e.......................2:43 a, 
No. 50—Daily ex. Sun. Iv . 8 :00 a. 
NO. 12—Leav e................... 11:22 a. 
No. 16—Leav e..................... 
3:05 p. 
No. 40— (Sunday only ar. 4:00 p. 
No. 52—Mixed daily except 
Sunday, t arriv e . .. S: 55 a. 
Wes t Bound Main Line 
No. 13—Leav e..................... 
4:05 a. 
9—Leav e..................... 
4:50 a. 
No. 
No. 
No. 
41—(Sunday only) Iv . 9 :30a. 
15—Leav e..................... 
1:56 p. 
No. 51—Daily ex. Sun. ar. 4: SO p. 
No. 
No. 
11 
19- 
No. 53- 


No. 647 


Leav e..................... 
S:46p. 
Leav e................... 
10:40 p. 
Paily ex. Sun. Iv . 5:30 a. 
Lexington Branch 
-Sunday only. iv . 6:00 a. 
No. 655—Daily ex. Sun. iv 5:10 a. 
No. 645—Leav e................... 
8 :10 p. 
No. 645—Daily ex Sun ar 12:55 p. 
No. 648 —Arriv e................... 7:45 p. 
No. 646—Sunday only ar 10:50 a. 
Wars aw Branch 
No. 657—Leav e................... 
6:15 a. 
No. 656—Arriv e................... 1:30 p. 


5) 


m. 
m. 
m. 
m. 
m. 
m. 
m, 


m. 


m. 
m. 
m. 
m. 
m. 
m. 
m. 
m. 


m. 
m. 
m. 
m. i 
m,| 
m. I 


I 


m. 
m . 


In an article on a farm sale 
the Democrat a few’ days ago a 
160 acre farm sold was referred to 
as purchased by the Craw’ford Loan 
and Abstract Company wuis men­ 
tioned as the Cunningham 
farm. 
J. C. Cunningham liv ed on the prop­ 
erty east of Sedalia sev eral years 
but nev er ow’ned it. 
The former 
ow’ners were J. H., 
and 
Susan 
Decker. 


SEDALIA DENTISTS TO BE 
AT 
D E NTA L STUDY CLUB 


Drs. C. H. Weav er and W. E. 
Pearl left this afternoon for Colum­ 
bia to attend a session there of the 
Dental Study Club. 


minerals, and v itamines. 
The meal 
cost for 29 persons W’as $7.38 . 
The indiv idual cost was 25 cents. 
Mrs. 
Montgomery 
said 
after 
the 
meeting that many remarked dur­ 
ing the course of the afternoon 
that they had eaten less and felt 
better than they had for a long 
time. 
After lunch a short business ses­ 
sion was held with Mrs. Charles 
Lamm presiding. 
It was decided 
to 
name 
the 
club 
the 
Smithton 
Homemaking club. 
Later the following program was 
giv en: Paper, “ Colonial Music,” Mrs. 
W. 
J. 
Holtzen; 
paper, 
“ Colonial 
Furniture,” Mrs. Wilburn Layton; 
a 
fifteen minute music apprécia 
tioii period, lead by Mrs. H. L. Hill: 
a short recreation period led by 
Mrs. Claire Montgomery. 
Next meeting tim e w ill b e ta k en 
up W’ith a discussion 
of correctiv e 
diets. 


BEWARE THE COUGH FROM 
COLDS THAT HANG ON 


Coughs from colds may lead to se­ 
rious trouble. 
You can stop them 
BOW with Creomulsion, an emulsified 
creosote that is pleasant to 
take. 
Creomulsion is a medical discov ery 
with two-fold action; it soothes and 
heals the inflamed membranes and in­ 
hibits germ growth. 
Of all known drugs creosote is rec­ 
ognized by high medical authorities 
as one of the greatest healing agencies 
tor coughs from colds and bronchial 
irritations. 
Creomulsion contains, in 
addition to creosote, other healing 


elements which soothe and heal the 
inflamed membranes and stop the ir* 
ritation, wjiile the creosote goes on to 
the stomach, is absorbed into the 
blood, attacks the seat of the trouble 
and checks the growth of the germs. 
Creomulsion is guaranteed satisfac­ 
tory in the treatment of coughs from 
colds, bronchitis and minor forms 
o l 
bronchial irritations, and is excellent 
for building up the system after ccffds 
or flu. 
iiloney refunded if not re­ 
liev ed after taking according to direc­ 
tions. 
As k your druggist, 
(adv.) 
CREOMULSION 
ro e THE COUGH FROM COLDS THA THANG ON 


END OF TRAIL NEAR 
FOR DR. J. H. SNOOK 


By T h e A sso ciated P re ss. 
COLUMBUS, Ohio, Feb. 27.—The 
end of the trial drew near today for 
Dr. James Howard Snook, former 
Ohio State Univ ersity professor who 
slew his co-ed mistress, Theora Hix, 
last June and is under sentence to 
die in the electric chair in Ohio 
penitentiary tomorrow’. 
The last of three repriev es giv en 
the former professor of v eterinary 
surgery since he was originally sen­ 
tenced to be electrocuted last No­ 
v ember 29 will expire at midnight 
tonight. 
Unless 
Gov ernor 
Cooper 
should act fav orably today following 
a final haaring before him and the 
state board of clemency. Warden 
P. E. Thomas of Ohio penitentiary 
will be empowered to proceed with 
the electrocution any time tomor­ 
row’, 
probably 
shortly 
after mid­ 
night. 
Gov ernor Cooper promised Snook’s 
counsel a hearing today in order 
that the board of clemency might 
rev iew’ the case and possibly recom­ 
mend 
commutation 
of the 
death 
sentence to life imprisonment. 
If denied executiv e clemency, de­ 
fense attorney E. O. Ricketts said 
he would ask the federal district 
court her for a w’rit of habeas cor­ 
pus on the ground that Snook did 
not receiv e a fair trial. 


DE MOLAY DEGREE 
GIVEN LAST NIGHT 


The regular business meeting o, 
the DeMolays was held Wednesday 
night at the Masonic Temple, with 
some forty-fiv e members in attend­ 
ance. 
The first degree was passed by 
four members they were: 
Nev ille 
Jonson, WTlliam Blackledge, Wilson 
Ferguson and Edward Crow. 
It was announced that the De- 
Molay degree would be giv en at the 
next meeting, and that the bFyearly 
election of officers for the chapter 
would also be held then. 
The entertainment committee, 
0 
W’h ich Jack Pasley is 
the head, 
will hav e sev eral announcements o ' 
interest at that meeting. 
^ Lawrence 
Blatterman, 
master 
councilor, presided ov er the meet 
ing last night. 


STUBBORN COUGH 
A stubborn cough should warn 
you there Is something wrong. Why 
not try the old reliable McMullin’a 
Formula, sold 
since 
1916. 
Ev ery 
home should hav e a bottle on hand 
as it has many uses. Used as an 
aid in bronchial 
troubles, 
weak 
lungs, colds, asthma, 
hay 
fev er, 
catarrh. Your druggist has it. Mfrd. 
by Tilden McMuilin 
Co., 
Sedalia, 
Mo. 


DRS. CARTER--DENTI8 TS now 
m 2nd floor Sedalia Trust Bldg. 


Hos e Mended—25c Kach 
La Flash Hemstitching Co., 416 Ohio 


DA22Y VANCE REPORTS 
TO BROOKLYN ROBINS 


Ultimatum on Salary 


NEW ORLEANS, Feb. 27.—(.P>— 
Willis Hudlin, who with Wes Fer­ 
rell constitutes the holdout brigade 
of the Clev eland Indians, has deliv ­ 
ered 
another 
ultimatum. 
Hudlin 
sent word from his home at Par­ 
sons, Kan., that he is conditioning 
himself but has no intention of re­ 
porting until his salary demands 
are met. 


B y T h e As s ociated Pres s . 
CLEARWATER, Fla., Feb. 27.— 
Brooklyn’s Robins aren’t the Robins 
until Dazzy Vance is on the job. so 
real practice only starts today. The 
dazzler turned 
up 
in camp last 
night ready to don his uniform and 
get down to work. 


CflPidpa tfa » 
Nob habit 
ío ta a mm 


JUDGE fo r YOURSELF! 
Hear 
V ic t o r r adi o 
in your hom e— fre e ! 
W. B. Hert Mu sic Co , 
514 s. Ohio Sedalia, Mo. 
Phone 324 


Ask us- 


CALL 
ARE YOU SELF CONSCIOUS AS TO T H E APPEAR­ 
ANCE of y our clothing? 
Do 
not 
have 
the 
evening 
ruined by that feeling. 
Have y our cleaning and pres s ing 
done where Q U A L ITY of work is our aim. 
W E TR Y 
TO GIVE T H E BEST. 
GIVE US A TR IA L. 
PROVE IT 
FOR YOURSELF. 
CLEANING, 
PRESSING, 
DYEING 
AND 
PLEATING. 
DON’T W A L K — USE T H E 
PHONE 
— CALL US— 512— W E CALL FOR AND DELIVER. IT'S 
NO TROUBLE. 
PARISIAN-CLEANERS 
608 
S. OHIO 


MISSOURI-KANSAS-TEXAS 
RAILRO AD 
(Effectiv e 12:01 a, ni.. June 9 ) 
North and Eas t Bound 
.No. Title 
DepaitP 
6 
Flyer 
.............................. 12:5Sa.m 
4 Limited 
......................... 2:3U p. m. 
94 Mixed 
(Ar 
hern 
12 
qj 
Tuesday. Thursday and Saturday 
South and Wes t Bound 
.No. Titu- 
Departs 
5 Flyer 
............................... 4; 25 a m 
3 Lirni'rd 
............... 3:.5Kp. m 
IF, 
Mix^d 
................................... ^ ‘ " a in 
Moiidav , Wcdactday and Fridiiy 


COAL SPECIAL 
A CAR LOAD OF MINE RUN 


5 
At $r ^,50 Per 
To n 


CASH 
ON 
D E LIVER Y 


UNKtPLCSS 
o a l > 
Th e Best /s th e Ch ea p est* 


E. B rca d w a y &. Ir.grnrn Av e. 
m 
Phone 199 


100 lbs. Bran ............................... $1.35 
48 lbs. Kansas Hard Wheat Flour 1.55 
100 lbs. Dairy Feed ................ 1.75 
100 lbs. Cracked Corn .. 
. 1.75 
BRING THIS AD WITH YOU 
Th e ab o v e p rices are sp ecial, an d may b e h ad u p o n th e 
p resen tatio n o f th is ad an d with an o th er p u rch ase du r- 
in th is week . Rememb er th is flo u r is th e eq u al o f flo u r 
b ein g so ld in ch ain sto res at $1 .85 to $1 .95. 
If it is 
n o t y o u r mo n ey will b e refu n ded with o u t q u estio n . 
CAPITAL MILLS 
Own ed a n d o p era ted b y Lo vela n d Fu el 
& Feed Co . 
201-215 E. Main St. 
Phone 228 
SEDALIA, MO. 


O nly a doctor knows 
wha t a la x a tive 
sho uld he 


V O Ü don*t wsnt to uss a laxa- 
i tiv e ev ery day. Nor once a 
week. This should not be neces* 
•ary. And it nev er would be re­ 
quired If all of US would'Seam 
the danger that lies in a careless 
selection of laxatiyes. 
By taking tiie first thing that 
eomes to mind when bad biresth, 
headaches, dissiness, nausea, bil« 
iousnecs, gas on stomach and 
bowels, poor appetite, or lack of 
energy Warns ns that our bowels 
are sluggish, we risk forming tiie 
laxativ e habit 
Bely on a doctor's judgment in 
choosing your laxativ e. 
Here’s 
cme mede from the prescription 
of a specialist in bowel and 
stomach trouble. Its originator 
tried it in ihany thousands of 
cases. He found it safe for 
women, children and old felks; 
thtfioughly effectiv e for the 


most rdbust man. There were so 
many calls for this prescription 
and its fame spread so rapidly 
that druggists began to fill it in 
quantities; kept it ready for calls. 
Now Dr. Caldwell’s Syrup Pepsin, 
as it is called, is prepared from the 
freshest herbs and other pure 
ingredients under ideal conditions. 
You cep get the generous bottles 
of it from drug stores in any 
part of the world. 
Dr. Caldwell’s Syrup Pepsin is 
a real correctiv e of constipation. 
Milliohs hav e prov ed this. Ihat’s 
why it is today the world’s most 
popular laxativ e I 


Da. W. B. C a ld w e ll's 
SVRUP PEPSIN 
A Do cto r's Fa mily La xa tive 


FOB TIE CONSERVATIVE mVESIOR 


Inves t In an Old Es tablis hed 
▼L. 
MB» ** 
Mutual Building A Loan As s ociation. 
The PREPAID plans of this As s ociation provids for lump turn Inves t- 
ms nts y is ldlns mos t attractive dividends . 
Large or s mall amounts 
may be invepted. 
X® *"® 
b u s i n e s s—OVER 65, 000 MEMBERS 
OVER 51 MILLION IN ASSETS—OVER $11,700,000 
PAID IN DIVIDENDS. 
Farm Sl Ho me S. & L, A» *’n . o f Mo . 
Res erve & Surplus over Nine Million Dollars . 
We H. Van W agn er & So n , Agen ts 
_ _ _ _ _ _ _ _ _ _ _ _ _ _ 
Sedalia Nat’l Bank Bldg. 


SEDALIA-CLINTON-TUSCUMBIA BUS LINE 
Bead Down 
Daily OaUy 
A. M. 
•:8 0 
9:1U 
dits 
9:S0 
tOilS 
1U:30 
11:00 
i:tO 
9:30 
9:4S 
9:56 
UlilS 


Read Up 
Daily 
P. M. 
9:00 
p ^ 
Effectiv e Saturday, Jan. 25th 
diui, 


...................................................... 
'^•30 P* m. 
•*?” •••••................................... CAMP 
....12:45p.m. 
/:au 
1 :2.............. ..................................................... 12:ao p . m. 
5:65 
..............VERSAILLES ................................ 12.05p.m. 
6:40 
¿ ¡ 2 .................................................... 
.11:45 a.m. 
5:i5 
.................................................. 
a.m. 
5:uu 
I****’ .................TU8 CUMBIA ................... 
11:00 a. m. 
5:30 
......................SgDAulA ... .. . .... ... .... . Ar. 
12:15 p. m. 
6:45 
a lia *“ **......•••••••••» WINDSOR 
11:i5a.m. 
5:46 
l i i i 
................... CALHOUN 
............ 
11:00a.m. 
5:30 
I N. . . . . . . . . . . . . 
.. . . . . . . . . . 
Ì Tì 
....................10:60 a. m. 
5:20 
_ 
4140 Ap,........................ CLINTON 
....................... Lv. 10:30a.m. 5:00 
Bus leaves Ulnton 10:30 a. m.i and bus leaving Tus cuos bla at 11:00 a. m . 
Citi attd"Sirtw?A» *Clty “ 
SpHngfleld; and at Sedalia for Kanaai 
_ _ _ 
, 
* JOHN CRABTREE, Manager 
FOR INFORMATION CALL 651. UNION BUS STATION. AT SEDALIA, MO. 


FARMS 


We hav e some small farms to trade for Sedalia 
property. 


Donnohue Loan and Inv estment Co. 
Quincy A. Morgan 
We tiOen Mo ney to Yo u a nd Fo r Yo u. 


m 


WHAT A CHECiONG 
ACCOUNT DOES 


Hav e you ev er stopped to think of the adv an­ 
tages offered by a checking account? It makes 
it unnecessary for you to cariy large sums of 
money; proiddes receipts for payment of bill*; 
eliminates tiresome waiting in line; and your 
stubs constitute a v aluable record of expendi­ 
tures. This bank welcomes your account. 


T h ir d N at i o n al B an k 


S t O A L I A . M O 


47 Yea rs o l Sa le Ba nk ing Service. 


Au ctio n 
5 ROOMS OF FURNITURE 


Including: 
1 4-Poster Bed (Mahogany) 
1 Mahogany Dressing Table 
1 Gate Leg Walnut Table 
1 Breakfast Set 


1 Library Table 
1 Piano 
1 Electric Console Victrola 
Dining 
Chairs 
and 
Rockers 
and 
other articles too 
numerous to 
mention. 
Satu rday , March 1st 
at 1:30p.m. 
HOC SOUTH SNEED 
|W U1 A lso SeU 1 N a sh S ed a n 


\ Auctiuiiter. 
W . L. HOGAN 


—the ’^sign board” 
—along “ thrift way” 


JUST DIRECT YOUR EFFORTS IN THE 
“CHANNEL OF THRIFT* AND YOU’LL 
• 
FIND IT TO BE A MIGHTY RESOURCE 
ALWAYS AT YOUR COMMAND MEET. 
ING EVERY OBSTACLE .. EVI 
eRY AD^ 
VERSE CONDITION WITH THAT CALM 
AND 
UNRUFFLT-D 
ASSURANCE 
OF 
BEING ITS MASTER..IT NEVER FAILS 
^ 
- 


—mak e y o u r* ^“THRIFT WAY” with 
an aeco imt at i^is h o me b an k .. • 


The Sedai& National Bank 


‘THRIFT BUILDERS” 


r A r ì F T E N 


Chief Paul and 
Three Piremen 
Hurt Wednesday 


(Co ntinued Fro m Page One) 


a t the time o f the accident. The 
scho o l is abo ut fo ur miles so uth o í 
Sedalia 
o n 
the 
Marshall 
avenue 
ro ad, w here burning grass had ex­ 
cited students. 


The alarm was turned in at 3:17 
p. m., by Russell Smith a student 
a t the scho o l 
o ver the 
telepho ne 
a t th e ho me o f Jam es Garrett, a 
Bho rt distance fro m th e scho o l. 
Apparently Driver Lueck lo st co n­ 
tro l o f the truck after the wheels 
had struck two small ho les in the 
ro adw ay and as it went acro ss a 
small 
culvert. 
It 
appeared 
to 
an 
ey e witness as if the fro nt o f the 
truck w ent into the air and befo re 
settling do wn, the fro nt wheels had 
Started fo r the ditch. 
Lueck attem pted to sio wr the car 
do wn and in putting o n the brakes, 
o ne brake is believed to have g rab­ 
bed, 
thro wing the 
fro nt 
o f 
the 
truck o ff the ro ad o nly a few feet 
fro m the culvert. 
Go ipg at 
a fairly 
fast rate 
o f 
speed the 10,000 po und truck co n­ 
tinued to mo ve alo ng the ditch fo r 
mo re th a n fifty feet and then turn ­ 
ed o ver o n the left side o f the 
ro ad. 
After leaving the ro ad the truck 
w e n t abo ut tw enty o r thirty feet 
sldeswiped a light po le, and co n­ 
tinued alo ng the 
ditch 
fo r abo ut 
tweny -five feet. 
As the truck w ent 
th e two ladders o n 
w ere 
splintered 
and 
m e n t was to rn o ff. 
Chief 
Paul 
and 
th ro w n 
fro m 
their 
gro und 
and 
were 
th e edge o f a ho se 


THE SEOALM. 
DEMOCRAT, THURSDAY, FEBRUARY 27 IQSn 
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li« i Was m c vilh nre last niglit and 
lo dar. 
'r» h pho nD call-’ 
>un d in­ 
to the I)emo crat-(’apital news o ffi­ 
ces and the City ho spital last night 
and to day by friends makin 
as to his co nclino n. 
ig mquir> 


OBITUARIES 


Insistent 
Upo n Repeal o f 
Dry Amendment 
(Co ntinued Fro m Page One.) 


Successful Meet 
o f Farmers Held 
at Co urt Ho use 


Mrs. Co rnelia S. Schults 
j 
Mrs. 
Co rnelia 
Sparks 
Schults, j 
wido w o f th e la te Albert SchuPs, I 
iiied at her ho me in Otterville early j 
Tuesday nio rnir.e^. 
Mr.s. Schults was bo rn Mar* h iq 
1S5I near Springfield, Mo ., but has 
spent the greater part o f his life 
in and aro und Otterville. She was 
married in 1876 to Mr. Schults. He 
died abo ut tw’o y ears ago . 
When a y o ung girl she became 
a 
m em ber 
o f 
the 
W alnut 
Gro ve 
Metho dist Episco pal church and was 
an active m em ber in this church. 
Surviving are five so ns: 
Jo hn. 
L ester 
and 
F rank 
Schults 
all 
o f 
Otterville, 01 Schults o f Tipto n and 
Jam es Schults. o f Sedalia. A daugh­ 
ter, 
Mrs. 
Ida 
Gentry , 
w’ho 
made 
her ho me with h er mo ther. 
Funeral 
survices 
w’ere 
held 
at 
2:30 o ’clo ck this afterno o n at the 
ho me 
with 
the 
Reverend 
L. 
N. 
Po llo ck, o f Green Ridge, o fficiating. 
Reverend Po llo ck fo rmerly resided 
in Otterville. 
Pallbearers were D. M. Ho tsen- 
piller, H. M. Adams, J. S. Bane, 
Jesse Straiten, H. 
M. 
Shawq and 
Geo rge M. Neale. 
Burial w’as in the Otterville cem e­ 
tery . 


o f the six 
’.o 
o ppo n- 


past the po le 
the left side 
o ther 
equip* 


Lueck 
were 
seats 
tí) 
the 
pinned 
beneath 
basket. W o rking 
h a rd the o ther firem en succeeded 
in freeing them fro m the w reck­ 
age in a sho rt time. 
No t realizing o r caring fo r his 
bwm co nditio n, Firem an Vaught was 
o n his 
feet 
and 
running 
to 
tlie 
n e a re st 
ho use 
fo r assistance as 
Bo o n as he saw th a t two m en were 
pinned 
under the 
truck. 
It 
was 
abo ut midway in his dash o f several 
hundred y ards to a telepho ne he 
fo und he had no use o f his left 
arm. H e believed it to be bro ken, 
but the tho ught did no t slacken his 
pace. 
McLaughlin’s ambulance respo nd­ 
ed 
within a fevr 
minutes 
after 
[Vaught gave the em ergency call. 
Chief Paul was taken to the ho s­ 
pital in the ambulance, while Lueck, 
y a ug h t and B rum m ett w ere rush­ 
ed to the ho spital in private cars 
th a t appeared a t the scene o f the 
accident. 
* Bergm an 
acco mpanied 
Chief Paul in the ambulance w’hile 
H uffm an rem ained witti the truck. 
E. D. Salmo ns, a driver fo r the 
Lo n E. Leslie Gro cery co mpany and 
a new spaper repo rter w^ere fo llo w­ 
ing the truck and were less th a n a 
quarter o f a mile behind when the 
accident o ccurred. 
They were the 
first to o ffer assistance. 
The grass fire w’as extinguished 
by a farm er w^ho resided near the 
Striped Co llege wo o ds. 
Driver H arry Sto bel, with Fire­ 
m a n Fred B rum m ett and m em bers 
of the city street departm ent with 
th e use o f the American l.iaFrance 
truc k 
pulled 
the 
w reck 
m a ­ 
chine back o n its wheels. 
Ho w­ 
ev e r it W’as necessary fo r the Le 
Grande Garage wrecking crew to 
go o ut and assist in pulling the 
truck o ut o f the ditch. 
Several hundred peo ple went o ut 
to view the wreck. 
News o f the 
accident 
w’as 
circulated 
o ver 
the 
city 
within 
a 
very 
few 
minutes 
a fte r its o ccurance. 
T he truck was driven to St. Ix)iiis 
W edn e sda y 
night 
by 
Driver 
Lee 
May o f the E a s t Sedalia fire co m­ 
pan y who was acco mpanied o n the 
trip by A lderm an Leland Co o ntz. 
T h e m achine will be repaired and 
Inspected in the General M anufact­ 
urin g Co mpany facto ry its assem b 
!ers. 
The dam ages 
to 
the 
fire 
truc k included the two left fenders 
Bmashed, the fro nt p art thro w n o ut 
o f line, th e suctio n ho se will have 
to be replaced, two ladders o n the 
left side w'ere splintered, and it is 
believed th a t the pum p w’as sprung 
c ut o f line w h en the truck o ver­ 
turned. 
A lderm an 
Co o ntz 
and 
May 
plan 
o n 
rem aining in St. Lo uis 
while the repairs are being made. 
T he m ishap W ednesday w’as the 
first serio us o ne to o ccur fo r mo re 
th a n five y ears fo r the Sedalia fire 
co mpanies. 
Abo ut five y ears ago , the East 
Sedalia truck struck a Fo rd to ur­ 
ing car at B'ifth street and Ohio 
evenue. demo lishing the Fo rd and 
do ing co nsiderable dam age to the 
fire truck. 
Charles 
Schmidt, 
fro m 
the 
service 
and 
a 
half 
y ears 
driv er at this time. 


PRISON TERM TO 
FORMER BANKER 


By T he A sso ciated Press. 
KIRKSVILLE, Mo ., Feb. 27.—Ro y 
My ers, trea sure r o f the defunct 
Citizens T rust Co mpanj^ o f Go rin, 
Mo ., was co nvicted by a jury in 
circuit co urt late y esterday o f ac-’ 
cepting depo sits in the bank w’hen 
he knew it to he in a failing co n­ 
ditio n prio r fb its clo sing in July , 
1924. 
He 
was 
sentenced 
to tw’o 
y ears in the penitentiary . 
The jury 
was o ut tw’enty minutes. 
It W’as the third trial fo r My ers. 
The first o ne resulted in a hung 
jury o n a similar charge, and the 
seco nd trial in August, 1926, result­ 
ing in a five y ear priso n sentence. 
My ers served a ie w day s in priso n 
o n this sentence and w’as released 
when the supreme co urt reversed 
the decisio n and rem anded it fo r 
retrial o n the gro und th a t the trial 
co urt had erred in no t granting a 
change o f venue. 
The bank failure case has been 
in co urt five y ears, beginning when 
F ran k C. Millspaugh was co mmis­ 
sio ner o f finance in Misso uri. 
He 
w*as 
indicted, 
hut 
the 
indictment 
w'as quashed. 
J. B. McCutchan, St. 
Lo uis, vice president o f the bank, 
w^as tried in Hannibal several y ears 
ago , but the jury failed to agree 
and the case then was dismissed. 
O ther 
c^ses 
are 
pending 
against 
My ers, hi), several o thers against 
directo rs and o fficers o f the bank 
have been dismissed. 


ATTEMPT OF DOG TO 
SAVE A LIFE FUTILE 


B y T he A sso ciated Press. 
F O R T W ORTH. Tex., Feb. 27.— 
The attem p t o f Kelley , a nine y ear 
o ld do g to save his m aster, Lee 
Tay lo r, 
69, 
fro m 
being 
tram pled 
to death by an infuriated bull w’as 
futile. 
Tay lo r died in a lo cal ho s­ 
pital 
to day 
o f 
the 
injuries 
re­ 
ceived y esterday . 
Tay lo r was taking th e three-y ear- 
o ld hull fro m the pen to feed. The 
animal became o bstinate and Tay lo r 
struck it several times o n the no se. 
Infuriated 
the 
bull 
attacked 
the 
man. 
T he do g, almo st to o thless 
fro m 
o ld age, leaped to the bull’s neck, 
grabbed its ear w'ith its three “go o d 
teeth” and pulled the animal away . 


wiio 
resigned 
abo ut 
two 
ago 
was 
the 
No ne o f the 
o f 
the 
firem en o r the o ccupants 
Fo rd w ere injured. 
F ire Chief Paul w*ho fur the past 
fo ur y ears 
has 
been 
m aking 
his 
ho m e at the engine ho use, has been 
in the service o f the Sedalia Fire 
D e p artm en t 
fo r m o re than 
thirty 
y ears. He has been chief fo r a lo ng 
perio d. 
H is wife, fo r 
m any 
y ears, 
an 
invalid, is co nfined to her bed in 
K a n sa s City and his daughter Miss 
O ra Paul is in Kansas City with 
h e r mo ther. 
A1 
J. 
Lueck 
re>ides 
at 
1400 
So uth W arren avenue. 
E dw a rd 
B rum m ett 
resides 
w ith 
hlB p aren ts a t 1701 So uGi H arriso n 
« y enue. 
E m m e tt Vaught resides 
at 
400 
H arvey . 
Carl Bergm an 
resides 
at 
714 
H a st E ighteenth street. 
1^0 
H uffm an 
re.sid* ^ 
at 
711 
H ast Sixteenth stre**t. 
T h e tio pularity o f C h uf Paul who 
\ V. idelv 
kno wn thro uglei it h’eda- 


ARREST SUSPECT IN 
WOMAN’S DEATH 


KANSAS CITY 
Kas., Feb. 27.— 
Partly clo thed, a revo lver wo und in 
her left temple, the bo dy o f Mrs. 
Eliza B. Shirley , 40, w’as fo und in 
the bedro o m o f the ho me o f Cly de 
St reby . 
Streby , 
a 
bo ilermaker 
fo reman, 
was held by po lice o n a charge o f 
vagrancy and suspected murder. He 
called 
po lice 
who 
disco vered 
the 
bo dy . 
The 
priso ner 
said 
Mrs, 
Shirley 
spent 
the 
night 
with 
him, 
aro se 
early this mo rning and befo re he 
co uld sto p her to o k her o wn life 
with a revo lver she apparently had 
bro ught to the ro o m. William H ut­ 
chins. 
who 
lived 
in 
the 
ho use 
with Streby , said the co uple came 
there last evening. 
He heard the 
fatal sho t. 
Mrs. 
Shirley 
had 
been 
married 
fo r eight y ears to Geo rge Shirley , 
a merhanic. 
Streby said he had kno wn iiio wo ­ 
man fo r three y ears. He denied any 
co nneidio n 
with 
the sho o ting and 
said there had been no quarrel. 


co ncliiiling sessio n 
day s 
hearin.gs 
allo tted 
ent.s o f pro hibitio n. 
The friends o f 
GiP“ dry law* still have to be hFard. 
He asserted a unifo rm law that 
wo uld suit all o f the states wo uld 
have to be a liberal law b« it ex- 
pre‘^sed do ubt that the co untry was 
quite ready fo r such a statute. 
If 
(he eighteemli am endm ent were 
pealed, he co ntinued, the o ld 
statutes then w’o ukl beco me 
tive and the states co uld 
mo dify 
their laws to suit their, rcsi)f ctive 
pro blems o f state wide co ntro l. 
Dupo nt, 
under 
quetsio ning, 
said 
he believed a majo rity o f the peo ­ 
ple o f the co untry favo red repeal 
o f the eighteenth am endment. 
Ninety per cent o f the 43,000 re ­ 
plies to a questio nnaire sent o ut in 
Delaware, he said, favo red repeal. 
Dupo nt is chairm an if the bo ard 
o f directo rs 
o f 
the 
Asso ciatio n 
Against pro hibitio n. 
This was the 
last 
full 
day scheduled 
fo r 
testi­ 
mo ny by the wets. 
Asked by R epresentative Miche- 
ner, republican, Michigan, if Alfred 
P. Slo an, president o f General Mo ­ 
to rs, did r o t differ witli him o n 
firo hibiticn, the witness replied in 
the affirmative. 
Until recently Du­ 
po nt was chairm an o f the bo ard o f 
th a t co rpo ratio n. 
To day was the sixth day o f testi­ 
mo ny by o ppo nents o f pro hibitio n. 
The dry s w’ill be allo w’ed an equal 
am o unt o f lime to present their wit­ 
nesses. 
H enry 
H. 
Curran, 
New 
Yo rk, 
president o f the Asso ciatio n Against 
the Pro hibitio n Amendm ent, was to 
fo llo w' Dupo nt with Ray mo nd Pit- 
carin 
o f 
Philadelphia, 
directo r o f 
the 
Pittsburgh 
Plate 
Glass 
Co m­ 
pany , next o n the list. 
Dupo nt o pened the hearing with 
the terse statem ent: 
‘T 
am 
fo r 
repeal o f 
the 
eigh­ 
teenth am endm ent.” 
He said that the questio n o f the 
use o f alco ho l m ust be so lved be­ 
cause o f its use to excess, and ad­ 
ded that it was his o pinio n the ex­ 
cessive 
drinkers 
w’ere 
few’ and 
co uld be acco unted fo r largely in 
ho spitals. 
Dupo nt picked up the thread o f 
argum ent 
against 
the 
am endm ent 
w’here W. W. Atterbury , president 
o f the Pennsy lvania railro ad 
and 
republican 
natio nal 
co m m itteem an 
fo r Pennsy lvania, had left o ff y es­ 
terday with the assertio n th a t plac­ 
ing the sale o f liquo r under the 
co ntro l o f the go vernment state and 
natio nal, w’o uld advance the cause 
o f temperance. 
Dupo nt to ld the co mmittee o f his 
industrial co nnectio ns and said he 
became interested in 
the pro hibi­ 
tio n 
questio n 
in 
1925 
w’lien 
ap­ 
pro ached by W. H. Stay to n o f the 
Asso ciatio n Against the Pro hibitio n 
Amendment. 
He said he had made 
a tho ro ugh study o f the questio n 
and had reached the co nclusio n that 
he W’as “ fo r the repeal o f the eigh­ 
teenth am endm ent.” 
Du Po nt said th a t m any indus­ 
trial leaders 
believed 
pro hibitio n 
was go o d fo r the wo rking classes 
hut that they did no t apply it to 
themselves. 
The witness said he had attended 
a dinner w’ith a m an w’ho advo cated 
pro hibitio n fo r the w’o rking cla.sses, 
but when the w’hiskey was passed, 
to o k a co pio us drink. 
The next witness w*as H. H. Cur­ 
ran, president o f the 
asso ciatio n 
against the pro hibitio n amendment, 
who said the^ research departm ent 
o f his o rganizatio n had pro ved the 
failure o f the dry law. 
“We all kno w’ that this m istaken 
law is o ppo sed, despised and cheer­ 
fully vio lated by an o verw'helming 
majo rity o f the American peo ple,” 
he asserted. “There never was a 
chance fo r a natio n wide pro hibitio n 
law’. 
“It was definitely do o med to fail­ 
ure fro m the day it w’as written o n 
the bo o ks because it was a funda­ 
m ental erro r in the first principles 
o f go vernment. It may well be cal­ 
led 
the 
great 
American 
mistake. 
The o ld, simple wisdo m o f the fa­ 
thers who fo unded o ur go vernment 
seems 
so under than 
ever 
in 
the 
light o f this latter day departure 
fro m the principles o f 1787.” 


(Co ntinued Fro m Page One) 


between the Sedalia civic clubs and 
the farm o rganizatio ns. 
It is such 
co -o i*erat)o n 
lie 
said 
that 
brings 
abo ut a better understanding and 
siKcessful results. As it is, he said, 
thi‘ 
rural 
residents 
get 
info rma­ 
tio n thro ugh the (Hiamber o f Co m­ 
merce, 
reliable 
info rmatio n 
which 
re-|is h# dpfiil to them in their w’o rk, 
s ta te ;a n d he, as chairman o f the co nfer- 
effec-'enci\ wanted to express his appre- 
kuatio n 
and that o f 
the o rganiza­ 
tio n to the Chamber o f Co mmerce, 
Kiwanis club and o thers. 
Judge J. 
L. 
McCurdy w’as then 
called o n by Mr. Melto n, who stated 
that Mr. McCTirdy had been active 
in 
getting 
go o d 
ro ads 
fo r 
Pettis 
co unty , 
and that he 
had been an 
active 
and successful 
farm er 
in 
the co unty fo r many y ears. Mr. Mc­ 
Curdy made a sho rt talk. 
Mr. Melto n then to ld ho w' several 
y ears ago the United States go v­ 
ernm ent had o ffered $1,000 a y ear 
to 
the co unty which wo uld raise 
ano ther $3,000 fo r the emplo y ment 
o f 
a 
farm agent. 
Pettis 
co unty 
wa.s the first in the United States 
to take advantage o f the o ffer. He 
then presented E. E. Brasfield, the 
present 
co unty 
extensio n 
agent, 
who m he declared was the mo st ef- 
ficent farm agent he had ever met. 
H e is no t o nly efficient and cap- 
able_ 
said 
M. 
Melto n, 
but 
he 
is 
alway s willing to give service, and 
no m a tte r w hat ho ur o f the day t>r 
night he is called, y o u alway s find 
him at his po st. 
Mr. 
Brasfield 
expressed 
his ap­ 
preciatio n to the civic o rganizatio ns 
fo r the splendid co o peratio n, he, as 
farm agent is receiving. 
Such co ­ 
o peratio n he declared is 
bringing 
abo ut a betto r co nditio n amo ng the 
farmers. 
He spo ke o f the recent 
special 
editio n 
o f 
the 
Demo crat 
and 
Capital, 
stating 
that 
a 
page 
advertisem ent setting fo rth the pro ­ 
gram fo r the agriculture co mmittee 
o f the Cham ber o f Co mmerce, had 
been paid fo r by the Sedalia banks. 
This is the spirit, he said, th a t is 
bringing 
abo ut 
better 
farming 
in 
Pettis co unty . 
He also spo ke o f 
the go o d the Kiw’anis club is do ing, 
o f its wo rk amo ng the 4-H bo y s and 
girls, and o f its interest in the co rn 
sho ws. 
K. 
G. 
H arm an, 
cro p 
specialist 
fro m the university spo ke o f tho se 
things the University o f IMisso uri 
is do ing to lielp the farmers, o f 
the help being received fro m the 
civic 
clubs 
and 
ho w 
much 
mo re 
successful 
the 
Clo ver and Pro s­ 
perity co nferences are in lo calities 
where such co o peratio n exists. 
Sto ne McClure, the last speaker, 
co mpared 
the 
first 
meeting 
held 
after the appo intment o f a 
farm 
agent o f to daj’. 
At the first m eet­ 
ing there w’ere eight present, at the 
luncheo n to day there were ninety . 
In fo rm er y ears, he said, w'here o ne 
perso n was seeking the advice o f 
the farm agent there w'ere tw'o o p 
po sing 
his 
advice. 
To day 
lliree- 
fo urihs o f the farm ers in the co un­ 
ty are seeking the advice and co ­ 
o peratio n o f the agent. 
Speakers o n this afterno o n’s pro ­ 
gram and Mr. H arm an and B. R. 
B ranstetter o f Blackw’ater. 
Repo rts 
o n co mmittees will be given, and 
the pro gram fo r next y ear o utlin­ 
ed. 


_______ 
’gCBBL.JBME.'a 


BLOODY SHOES MUTE 
WITNESS IN KILLING 


o y The Asso ciated Press. 
TISHOMINGO, Okla., Feb. 27. 
A 
pair 
cf 
muddy , 
blo o d-stained 
o ld 
sho es were mule witnesses to day in 
the trial o f A. J. Eastep, farmer o f 
near 
Durant, 
fo r 
the 
m urder 
o f 
Will Hughes, ano ther farmer. 
The sho es, 
intro duced 
into 
evi­ 
dence by the state, were said by 
Sno w' Bennett and W. D. Kennedy , 
neighbo rs, to have fitted tracks in 
the 
plo wed 
gro und 
leading 
fro m 
Hughes’ barn, while a break iu tho 
so le o f o ne sho e co rrespo nded w’ith 
ridges in the tracks. 
Clarence 
Reagan, 
a 
bro ther o f 
Mrs. Ila Hughes, the wido w*, identi­ 
fied tlie sho es as belo nging to Ea­ 
step. 
Mrs. Hughes also is under a 
m urder charge in co nnectio n with 
her husband’s 
death, 
having 
co n­ 
fessed she plo tted with Eastep to 
get their mates o ut o f the way so 
they might marry . 
Eastep is charg­ 
ed 
with 
po iso ning his 
w’ife, 
who 
died 
sho rtly 
befo re 
Hughes 
was 
beaten to deatli. 
Reagan has m a r­ 
ried a daughter o f Eastep since the 
farm er’s arrest. 
Reagan also testified as to find­ 
ing a small bo x later identified as 
co ntaining 
deadly 
po iso n, 
in 
a 
smo keho use at the Eastep ho me. 
Reagan said Eastep left his ho me 
at dusk o n the night Hughes w’as 
murdered, say ing he was go ing to 
the Hughes ho me to get a milk jar. 
Ed Reagan, ano ther bro ther, tes­ 
tified 
Hughes 
was 
shell 
sho cked 
and deaf as a result o f w’o rld war 
service. 
He testified 
he 
dem o n­ 
strated with his sister becau.-ie he 
co nsidered 
she 
was 
to o 
intimate 
W’ith Eastep. 
After H ughes’ funeral, Ed Reagan 
testified, his 
sister 
to ld 
him 
she 
knew’ 
Eastep 
killed 
her 
husband 
and was ready to co nfess. 


the iirst lo ur grades were heartily 
co ngratulated 
fo r 
their 
splendid 
wo rk in training the children. 
The pro ceeds amo unted to $107, 
there having been 420 perso ns in 
attendance. 


AUTOGRAPHED LUNCH 
CLOTH MUCH PRIZED 


Mrs. 
Campbell 
Macfarlane, 
o f 
Hughesville po ssesses a lunch clo th 
w hich she 
values 
very highly . It 
co ntains the auto graphs 
hundred perso ns, which 
embro idered by herself 
co lo rs. 
It dates back 


the o w’ner 
City . N. J.. 
thereo n, it co ntains the 
a ship. “The No rfo lk.” 
she o nce sailed abro ad. 


CONFERRING ON A 
FLYING SCHOOL 


J. M. McAllister, o f Kansas City 
is in the city to day in the Interest 
o f t pe 
Curtis-Wright Fly ing Serv­ 
ice. 
Mr. 
McAllister is 
co nnected 
with the Fairfax Airpo rt in Kan­ 
sas 
City 
and 
is 
co nferring 
with 
Sedalia 
business 
men 
as 
to 
the 
pro bability o f establishing a fly ing 
scho o l here. 
o f several 
have been 
in vario us 
August, 


lo cated 
besides 


to 
was 
and 


1892, when 
at Atlantic 
the names 
o utline o f 
o n which 
a bicy cle, representing the intro duc­ 
tio n o f this means o f travel, co ats 
o f arm s o f celebrated families o f 
Euro pe, the signatures o f perso ns 
pro minent in the (’hicago W o rld’s 
Fair pro gram in 1893 
and vario us 


SHOT GUN CHARGE 
IN BUS ACCIDENTAL 


marking 
wo rld 
Chinese helro gly - 
o ther 
sy mbo ls 
events, including 
phicH. 
'Phe 
name, 
o f 
many 
pro minent 
Sedalians and fo rmer Sedalians are 
fo und o utlined, to gether with pro m­ 
inent perso nages o f Euro pe, o btain­ 
ed by the o wner during extensive 
travels abro ad. 
Much interest is attached to the 
auto graphed 
clo th, 
each 
signature 
recalling an interesting sto ry o f the 
perso n o r o f the place visited by 
the o w’ner. 


By The Asso ciated Press. 
OKLAHOMA CITY, Feb. 27.—The 
explanatio n o f Dewey King, 15, that 
he was hunting squirrels when a 
charge fro m his sho tgun struck a 
scho o l 
bus 
lo aded 
with 
children 
near Cho ctaw 
y esterday , was 
ac­ 
cepted as its face value to day by 
co unty autho rities but the y o uth’s 
difficulties were no t an an end. 
Sidney Yo unt, driver o f the bus, 
who had y o ung King arrested, said 
he had ejected the y o uth fro m the 
bus several day s ago fo r ‘‘cutting 
up.” 
no ne o f the children were 
by 
the sho t, Dewey 
was 
with 
hunting 
witho ut 
a 


BURGLAR SUSPECTS 
TAKEN IN CUSTODY 


KANSAS 
CITY, 
Feb. 
27.—Jako 
Garlick, 
29, garage o perato r, 
and 
Ro bert Kirk, 47, a negro , his em­ 
plo y e, to day were arrested by po ­ 
lice fo r alleged 
implicatio n 
in 
a 
series o f burglaries fo r w'hich two 
wo men and two m en also are be­ 
ing held. 
Garlick is said to have adm itted 
purchasing several articles o f jew- 
^ elry fro m the o ther priso ners, but 
I asserted he did no t kno w* it was 
sto len pro perty . 
I 
Mo rris Ro ssen, 25; T hurm an Cro w­ 
ley , 25; Lena Wy att, 21, Marceline. 
Mo ., and Helen Bigo vele, 24, Chica­ 
go , are held in Kansas City , Mo . 
They are alleged to have co mmitted 
the burglaries. 


Since 
injured 
charged 
license. 


OFFICERS ARE INSTALLED 
BY FRATERNAL AID LODGE 


Officers elected two w’eeks ago 
W’ere installed at a meeting o f the 
Fraternal Aid in the American Leg* 
io n hall W ednesday night. 
A so cial co mmittee co mpo sed o f 
O. V. Bradley , Mrs. Fo rd Co o k, and 
Miss Elizabeth Raef was appo inted 
to make arrangem ents fo r a so cial 
sessio n to be held at the next meet­ 
ing. 
A special visito r was W. J. Caul­ 
field. state m anager fo r Misso uri. 


CARNIVAL AND A 
MINSTREL SHOW 


HAIL INSURANCE 
INCREASE LIKELY 


By T! e A --o « lattA rre^ a. 
JE F F E R S O N CITY, Mo .. Feb. 27. 
- Sixteen insurance co mpanies w rit­ 
ing 
insurance in 
Misso uri 
o n ag­ 
ricultural 
cro ps 
to 
insure 
them 
fro m 
hail 
to day 


DENIES FATHER 
DIRECTS TRADE WAR 


X EW YORK. Feb. 27.—Jo hn D. 
Ro ckefeller, 
Jr., 
to day 
issued 
a 
statem ent deny ing repo rts th a t his 
father w’as directing an “o il trade 
w ar.” 
“ 1 must emphatically deny ,” he 
saiii, 
“ the 
statem ents 
that lather 
has again taken the initiative in 
dictating o il 
po licies 
and 
that 
it 
was he who directed Standard (Oil) 
interests to o rder a cut in tlie price 
o f Texas and :Mid-Co ntinent crude 
o il." 


witli 
J oseph 
superintendent 
fen r-r <'ent 


B. 
o f 
in ­ 


ali tl.a^ do that 
in the state, say 


against 
dam age 
filed aiTlicafio n 
i Tho mpso n, state 
insurance, f* r a 
crease in rates. 
The co mpanii^"' 
'ty pe o f bu'sine.'^s 
¡they have been 
lo sing nio nt^y at the 
! present 
rate. Superintendeni 
! Tho m pso n indicated the hil<e wo uld 
I be granted. 
> 
Ti e 
increa'« 
t. 
l uu\ 
of 
in s iira n -e 


Released 
After 
Lecture 
H erbert 
Jo hnso n, 
Ray mo nd 
Gates, Jam es Jo hnso n, Ro bert Jo hn­ 
so n 
and Ellis 
Bannister, all 
who 
were picked up by the po lice fo r 
investigatio n 
were 
released 
this 
mo rning by Acting Chief o f Po lice 
Jo e .Switz*-r after receiving a lec­ 
ture. 
The latter three were given o r­ 
ders to keep go ing and no t to re­ 
main in Sedalia o ver to day . 


B araca Class o f the First Meth­ 
o dist 
church. 
Fo urth 
street 
and 
Osage avenue, will give a carnival 
and minstrel sho w* at Memo rial hall 
the night o f February 28. The m o n­ 
ey raised will go to w’ard the build­ 
ing fund o f the church. 
The hall w*ill be deco rated in co n­ 
ventio nal carnival sty le, and there 
will 
be 
a do zen side 
sho ws and 
bo o ths. 
The minstrel will be the 
main sho w* o f the evening, and will 
be given three times. 
Mrs. A. R. Gehle, no w visiting in 
Califo rnia, is teacher o f the class. 
The co mmittee in charge o f the 
minstrel is headed by Mrs. Vivan 
Kindred and Leo No lan. They will 
be 
assisted 
by a num ber o f 
the 
bo y s 
o f 
the 
class, 
and 
by 
Mrs. 
Ro bert 
Ro berts. 


HOME DYNAMITED; 
AND CHILD INJ URED 


By 'I'he As.so ciated Press. 
LILBOURN, 
Mo ., 
Feb. 27.—An 
eiglU-y ear-o ld girl was serio usly in­ 
jured and 
five o ther members o f 
the Jack Po well family were slight­ 
ly hurt w*heu 
their 
ho me 
three 
miles no rthw est o f here w*as blo wn 
up at 10:30 o ’clo ck last night. Tw*o 
charges o f dy namite, 
o ne 
under 
each ro o m o f the ho use, w*ent o ff 
simultaneo usly . 
Autho rities 
to day were 
co nduct­ 
ing an investigatio n into the case. 
All the members o f the family , in­ 
cluding Po well, his wife and fo ur 
daughters 
were 
asleep 
w’hen 
the 
explo sio ns 
o ccurred. 
Eight-y ear-o ld 
Helen Po w’ell was the o nly m em ber 
o f the family serio usly hurt, and 
do cto rs 
said 
to day 
her 
co nditio n 
was no t critical. 
The 
two -ro o m 
ho use 
w*as 
co m­ 
pletely wrecked. 
Po well to ld Co nstable Jess H en ­ 
derso n o f Lilbo urn that the ho use 
was hurled into the air, falling to 
pieces befo re it reached the gro und. 
Henderso n said to day he had made 
liitle pro gress in the investigatio n, 
but intimated that arrests might be 
made befo re to night. Po well w*ent 
to New* Madrid to co nfer w’ith the 
pro secuting atto rney . 
The co nstable said he had learn­ 
ed that a strange negro had been 
seen in the neighbo rho o d recently , 
and that he had asked abo ut the 
Po w*ell ho me. 
One theo ry o fficials were investi­ 
gating was that the dy namiting was 
in 
retaliatio n 
fo r 
the 
slay ing 
o f 
Jo hn Sto ne, a farm er o f near New 
Parma. Po w’ell and his twin bro ther 
were tried at Blo o mfield early in 
January , but w’ere freed o n their 
plea o f seif-defense. 


ANOTHER MAY ASK 
SHARE IN REWARD 


Ano ther claim may be filed fo r 
(he $1,0(10 rew*ard o ffered fo r the 
info rmatio n 
leading to the arrest 
and co nvictio n o f the slay er o f Wil­ 
lie Busch in February , 1928. 
It is 
Edw’ard Smy the, pro prieto r o f the 
Central 
Tire 
Statio n, 
Third 
and 
Osage, who se claim will pro bably 
be filed this evening o r to mo rro w. 
Dr. J. E, Cannaday , who filed a 
claim Wednesday , stated that the 
pro bability 
o f 
Mabry 
and 
Co llins 
being tlie two w’anted, w*as mentio n­ 
ed to him by David Po w*ell. 
It was 
disclo sed to day by Mr. Po w*ell that 
this W’as bro ught to his attentio n 
by Edw’ard Smy the, who had go ne 
to Mr. Po well with the “tip” but 
did no t w'ant his nam e bro ught into 
it. 
Mr. Smy the, like Dr. Cannaday , 
is no t seeking the mo ney fo r him­ 
self. 
If 
he 
receives 
it, 
o r 
any 
part o f it, he states, it will be turn­ 
ed back to the city and placed in 
a fund to w*ards establishing an air­ 
po rt. 
Sho uld the claimants ask fo r a 
jury trial, and the usual time o f 
service be required, the case may 
no t co me up until the May term 
o f co urt. 
But in such case even if 
a jury trial is asked fo r, all claim­ 
ants will no do ubt enter service, 
in which event it co uld be taken 
up at this term o f co urt. 


CLOSING ON LEADING STOCKS 


(Received Over At« ociated Press Leased Wire) 


Clo se 
Clo se 
Yest. To day 
A avance Rumely 
.....................17% 
Allied Cremicai & D ye ... 26 5^ 
Allis Chal. Mfg........................... 58% 
American Can 
...............1 41 % 
American Car & Foundry . ------ 
American Coml. Alcohol. . .27% 
& For. Power. ..9 3 
Ice ............................37 
Locom otive 
.......... 9 9 % 
Power & L ig h t..9 3% 
Smelt. & Ref 
71% 
'^tecl Fdrs. 
49 
Sugar R e fin in g ..62 
Sum atra T ob.. .. 24 % 
Tel. & Tel 
234% 
Tobacco “ B " .. .238% 


American 
American 
American 
American 
American 
Am erican 
American 
American. 
American 
American 


-ISVi 
.15 
..73% 


DISAPPROVED MORE 
DRASTIC SEARCH LAW 


American 
W oolen 
American Zinc Ld & Sm. 
Anaconda Copper . . . 
Andes Copper M in ., 
........ 
Armour of IlL ‘‘A** ...................5% 
Assoc. Dry G oods..........3 2 % 
Atchison T. 4k S. F 
.230% 
Atlantic Refining 
................40 
Atlas Powder 
................................ 
Auburn Auto 
.........................220 
Aviation Corp ................................7% 
Baldwin Loco 
..............35% 
Barnsdall “ A** .........................2214 
Bendlx Aviation 
......... .------ 
Bethlehem Steel 
.....................99-% 
Burroughs Ad. Mach ..............47 
Canada Dry G. A le ................ 72% 


Canadian Pacific 
.............. 209 
Chesapeake & Ohio..............230 
Chic. M ll.'st. P. 4k P a « ....23% 
Chic. MU. SL P. & Pac p£ . .42% 
Chicago & N orthw estern. .87 
Chic. Rk. Is. & P a c ..... . 121% 


17% 
268% 
58% 
141% 
80% 
28 
93% 
36% 
9 9 
9 5% 
71% 
48% 
62 
22% 
237% 
235% 


17% 
15% 
73% 


zi« Æuec(/ct ü o pper 
..57% 
57 


5% 
36 
228% 
38% 
9 0% 
212% 
7% 
35% 
21% 
44% 
100% 
48% 
72% 


207% 
232 
23% 
41% 
86 
119% 


MURDER TRIAL OF 
STUDENT STARTED 


OFFER MADE TO THE 
STOCK GROWERS 


CHICAGO, Feb. 27.— The federal 
go vernment has o ffered the Ameri­ 
can livesto ck gro wer a chance to 
participate, 
like 
the 
grain, 
wo o l 
and 
co tto n 
gro w'ers, 
in 
the 
farm 
bo ard’s stabilizatio n pro gram. 
Jam es C. Sto ne, vice-chairman o f 
the farm bo ard o utlined the pro po s­ 
al to representatives o f the 25 live­ 
sto ck 
co -o peratives 
who 
attended 
a meeting fo r that purpo se y ester­ 
day . 
He said o rganizatio n co uld be 
effected as so o n as the plan is rati­ 
fied by directo rs o f the livesto ck 
co o perative sales asso ciatio ns. 


being 
plead- 


( ! t 


u-t-r- 
o f 
th a t 
w 11 
ano Bit 
to 
r 
ÎÎ U <stiU;a' 


Fined fo r Into xicatio n 
E l 
Blakley 
arrested 
fo r 
drunk by Officer Mo erschei, 
ed guihy in po lice co urt tliis 
inc and was fined $10. 
W. liilden. also arrested by 
. i i 
Mo erschei, and w ho was 
Dla.vl- y at Main street and Osage 
;t\tnu*^, will lie given a hearinc at 
t o ■ io i k 
this 
afterno 'L 
befo re 
M.._, a ! a t e Jo i ;t P (k.ss. 


SHOT AND WOUNDED 
HIS EMPLOYER 
ST. LOUIS, Feb. 
27.—Jo hn 
W. 
Bo ngard. fo rmer St. lamis Co unty 
ro adho use pro prieto r who is under 
bo nd o n a m anslaughter indictment, 
sho t and serio usly wo unded his em ­ 
plo y er, Jam es Squires, a plastering 
co ntracto r, in Squires’ o ffice early 
to day . 
Arrested, 
Bo ngard 
to ld 
po lice 
Squires drew a knife after they had 
quarreled o ver a plastering jo b. 
Bo ngard was at liberty under $5,- 
m o rn -jo ro bo nd awaiting trial o n a man- 


I siauehier charge in the death o f 
O fli-* Crato Gentry , who w*as fatally sho t 
wiiii ill an affrav last No vember at the 


By Tlic Asso ciated Pre.ss. 
SPRINGFIELD, 
Mo ., 
Fo b. 
27.— 
Jheliminary 
hearing 
o f 
Charles 
Stratto n, 
y o ung 
law 
student 
o f 
Osceo la, o n charges o f killing sam 
Lawrence, Himiansville ro ad ho use 
pro prieto r, began this mo rning at 
Bo livar befo re Justice o f the Peace 
Ott Co ssins. 
Thirty witnesses 
were 
prepared 
to 
testify , 
including 
many 
y o ung 
fo lks who had attended the dance 
at Humansville at which Stratto n 
is alleged to have struck Law’rence 
a fatal blo w’. 
Mrs. Law’rence, the 
first witness, testified 
that S trat­ 
to n appeared 
at the dance abo ut 
midnight 
and 
when 
her 
husband 
tried to eject him because he w’as 
apparently into xicated, he started a 
disturbance. 
Stratto n 
struck him 
W’ith his fist, iMrs. Law’rence said, 
and Lawrence died fo ur ho urs later. 
Phy sicians fo llo w’ed here to testify 
that Lawrence had died o f a cere- 
bra-hemo rrhage caused by a blo w 
o n the head. 
Mrs. 
Eula 
Bigler, 
co o k 
at 
the 
ro adho use, 
suppo rted 
Mrs, 
Law­ 
rence's sto ry . 
Stratto n, fo rmerly a student at 
the Baptist Co llege in Bo livar, ap- 
I^eared in co urt with his parents. 
Dr. and Mrs. Charles Stratto n, o f 
Lo wry City . 


By Tlie Asso ciated Press. 
WASHINGTON. 
i"eb. 
27.—Atto r­ 
ney General Mitchell to day vo iced 
disappro val o f an effo rt to make 
mo re drastic 
the 
law* 
allo w*ing 
search o f private dw’ellings in liquo r 
cases. 
In a letter to Chairman Capper, o f 
the Senate co mmittee o n district o f 
Co lumbia affairs the Atto rney Gen­ 
eral o ppo sed a pro visio n in the bill 
by Senato r Ho w’ell, republican, Ne­ 
braska, W’hich wo uld allo w' issuance 
o fscarch w’arrants to enter ho mes 
in the District o f Co lumbia upo n 
info rmatio n that liquo r w'as deliver­ 
ed to them, o r o f the unlaw*ful pre­ 
sence o f a still. 
“In my judgement,” 
ha 
wro te, 
‘erro rs to impro ve the enfo rcement 
o f the natio nal pro hibitio n act may 
better 
be 
expended, 
at least 
fo r 
the present, in o ther directio ns than 
in an attem pt to make mo re dras­ 
tic the pro visio ns 
fo r 
searching 
private dw’ellings—an attem pt which 
wo uld 
aro use 
co ntro versy 
with 
do ubtful results. 
“The 
Natio nal 
Pro hibitio n 
act 
ro w’ allo w’s searching o f dwellings 
cnly o n pro o f that liquo r is being 
s o ld'in them.” 


WAS EMPLOYED TO 
DIRECT PUBLICITY 


By The A.sso ciated Press. 
WASHINGTON^ Feb. 
27.—O. M. 
Kile, 
W ashingto n 
publicity 
man, 
testified 
to day 
befo re 
the 
senate 
lo bby co mmittee that he had been 
emplo y ed to direct Muscle Sho als 
publicity 
fo r 
the 
American 
Cy a- 
namid Co mpany at $600 a mo nth 
fro m 
1926 
to 
March, 
1929. 
The Cy anamid Co mpany has pro ­ 
po sed to lease the po wer and ni­ 
trate plant at Muscle Sho als and a 
bill is no w befo re co ngress which 
wo uld accept the o ffer. 


Chrysler 
......................... 
39 
Coc^ Cola 
,.149 % 
149 % 
Colorado Fuel 
& I r on ...., ..53% 
54 
Coium. Gr 
i k E lectric.. ,..9 1% 
9 2 
Columbia Graphophone .. 
. .28% 
‘28% 
Congoleum Nairn 
............. ..17% 
17% 
Consolidated Gas 
............... .118 
119 % 
Continental Baking B .... .. .6 
5% 
Continental Can 
............... ..66% 
65% 
Continental 
Motors . . . . . 
7% 
Corn Products 
................... ..9 5% 
9 5% 
Crucible Steel ............. 
86% 
Cuba Cane Sugar pf........... ...3% 
C uitis W right ................ 
..10% 
10% 
Du Pont D e Nem .............. .125 
126 
Eastm an 
Kodak 
............... .217% 
221 
Electric Power & L igh t.. . .65% 
66% 
Erie Railroad 
..................... ..59 % 
59 % 
Fox Film “ A” ..................... ..34% 
33% 
(L^eneral 
Ellectric ............... 
ijrcneral Foods 
................... ..51% 
51% 
General Gas & El. A .... ..71% 
73% 
General Motors 
................... ..42% 
43 
General Railway S ign al.. ..9 3% 
9 3% 
Gillette Safety Razor . . . . 
..9 8% 
9 7% 
.Qimbel Bros ......................... 
12% 
Goodrich (BF), 
................... ..48% 
47 
Goodyear Tire 
4k Rubber ..82 
81 
Graham Paige M otor..., 
..10 
9 % 
Granby Con. M ining ......... ..56% 
56% 
Great Northern Ry. P f.. 
..9 9 
9 8% 
Great W ester- S u gar.. . . ..28% 
28% 
Houston Oil 
......................... ..64% 
63% 
Hudson Motor Car ............. . .56 
56 
Hupp Motor Car ................. ..22% 
21% 
Independent Oil & G as.. ..21% 
21% 
Indian Refining ................. ..19 % 
10% 
International Cement . . . ..57% 
57% 
Int. Combust. Eng ............ ...7 % 
7% 
Int. H arvester ................... ..9 0% 
9 2 
Int. Hydro Elec ................... ..42% 
43% 


International Shoe 


Int. Tel. 4k Tel.......................... 68% 
J ohns-M anvilie .......................137% 
K ansas City S ou th e r n .... ------ 
Kelly Springfield Tlr« 
4^4 
Kel Vina tor 
...................................lj% 


68 % 
136 


4% 
13% 


Kolster Radio 
..................... .. 
2% 
Kresge SS................................... 
31% 
Kroger Grocery 
.................... 
38% 
Lambert .................................... 106% 
108 
Ligg. & Myers Tob. B ... . 100 
100% 
Loew’s 
...................................... .70 
69 i/¿ 
Loose Wiles B iscuit ......... 
.62% 
62% 
Lorillard (Pierre) . . . . . . ...25 
? 4% 
Louisiana OH R e fin in g ..., ... 8 % 
8% 
Ludlum Steel ....................... ....42% 
42% 
Mack Trucks .......................... 
81 
Marmon Motor 
..................... 
23% 
Mexican Seaboard O il... ,. . 21% 
‘20% 
Miami 
Copper 
...................... .29 
29 % 
Mid-Continent 
P et. ........... . . 21% 
24% 


Missouri. Kansas T exa s.., , .54% 
54% 
Missouri PaMflc 
................. 
9 1 
Montgomery Ward 
...............45% 
44% 
Nash Motcrs ................ 
,..51% 
51 
National Biscuit 
............... ,..83 
83% 
National Cash Reg. A .... ..74% 
74% 
National Dairy Products 
..50% 
50% 
National Power & Light. 
..39 % 
40% 
Nevada 
Con. 
C op p er.,,. 
..27% 
27% 
New York Central 
........... .182% 
182% 
N. y. New Hav. & Htfd. 
.121 
121% 
North American 
............... .109 % 
111 
Northern Pacific ............... ..9 3% 
9 3% 
Otis Steel .............................. ..34% 
34% 
Pacific '’'as 4k E lectric.. ..62% 
63 
Packard Motor 
................... ..19 % 
19 
Pan-Am erican Pet. B ,. . . 
53 
Param. Fam ous L a sk y..., ..67% 
68% 
Pennsylvania Railroad •. 
..82 
82 V2 
Phillips Petroleum 
..32% 
32% 
Prairie Oil 4k G as............... 
46 
Proctor 
4k Gamble............. 
67% 
Pullman 
................................. 
82 
Purity Baking 
................... . .85 
Radio Corp. of America. 
..47% 
48 
Radio Keith Orp ................... . .30 
31% 
Remington Hand ............... ..36% 
36',8 
Republic Cron and S teel.. ..76% 
75% 
Reynolds Tobacco B 
......... .,54 
53% 
Richfield Oil Cal................ 
24% 
Royal Dutch SheU 
........... ..50% 
50% 
St. Louis San Franc. Ry. 
111% 
Sears-Roebuck 
................... ..89 % 
89 % 
Shell Union Oil ................... . . 21% 
21% 
Sim s Petroleum ................. ..24% 
24% 
Sinclair 
Con. 
Oil ............... ..24% 
25 
Skelly Oil 
............................. 
39 % 
South Cal. Edison 
........... 
64% 
Southern Pacific 
............... .124% 
124 
Southern Porto Rico Sug. 
..25 
24% 
Southern Railway 
........... .128% 
128% 
Standard Brands ............... ..26% 
25% 
Standard Gas and E l.,.. .118% 
120 
Standard Oil Calif............... ..60% 
59 % 
Standard OH N. J . . . . . . . ..60% 
59 % 
Standard Oil N. Y............. ..33% 
32% 
Shewart W arner Speed ... ..39 % 
39 % 
Stone 
& W ebster............ 
..9 2% 
9 4% 
Studebaker 
........................... 
43% 
Texas Corporation 
........... ..52% 
52% 
Texas Pac. Land Tr .......... ..15% 
15% 
Tide W ater Assoc. OIL. . . 11% 
11% 
Timken Roller B earing.. ..77% 
77 
Tobacco Products 
............. ...5% 
4% 
Transcontinental Oil . . . . 
•. • 8 % 
8 
Underwood Elliott 
........... 
124% 
Union Carbide 
................... ..9 1% 
9 1 
Union Oil of Calif ............... . .43% 
42% 
Union Pacific 
..................... .227 
229 
United Aircraft ................. ..56 
56 
United C igar Store» ........... ...6 
€ 
United Corp ............................ ..39 % 
39 % 
United Fruii. 
...........................9 2 
9 2 
United Gas 4k Imp.............. ..38% 
38% 
U. S. Industrial Alcohol. . .120% 
119 % 
U. S. Steel ........................... 
182% 
U tility Power 
4k Light AL ..36% 
37% 
W abash Railway ............... ..54% 
54 
Warner Pictures 
64% 
W estern Union ................. . .213 
213% 
W estinghouse El. & Mfg. .180% 
182 
W illys Overland ............... 
9 % 
Wooiworth 
......................... . ..63% 
65% 
Yellow Truck & Coach. . ..19 % 
20 


TRIO ROBBED BANK 
AT HARPER, KANSAS 


By The Asso ciated Press. 
PIARPEPt, 
Kas., 
Feb. 
27.—Three 
men 
dressed 
in 
o veralls 
sho rtly 
after no o n to da y held up the First 
Natio nal 
Bank 
here 
and 
escaped 
with between $2,000 and $3 000 af­ 
ter herding three emplo y es* in the 
vault. 


KIDDIE MINSTREL 
SrîOVV A SUCCESS 


TOO LATE TO CLASSIFY 


FOR SAT.K—Large barn. 400 N. Grand 


FOR 
R E N T —6-ro o m 
garage; paved street 
ho use; 
. Pho ne 
m o dern; 
1164. 


FOR. 
R E N 'r—3-ro o m 
Mo nro e. 
ho use. 
1009 
S. 


FOIl 
H OU SE 
mo ving, 
cem ent 
sew er estim ates, call 830. 
w’o rk. 


FOR 
SA LE—Saxo pho ne 
cheap. Call 728. 
C 
mekxiy . 


l:nme 
o f 
William 
Henne?.=y , 
who 
was wo unded. Bo i.eard t dd po lice 
Imn 
he s'lo t 
bo th men 


t ^ 
4 s e if-Ce ftiis e . 


Tlie Kiddie Min?trel, given Wed­ 
nesday night at the Linco ln high 
scho o l, was a decided succes.s, and 
ciaiminir I all who atteniled were pleased wilh 
i he perfo rmance. 
The teachers o f 


FOR 
SA LE—40 
acres 
impro ved 
3% 
mile.s no rthw est o n S ta te F air Blvd. 
ro ad. L ester R. 
Wo lf, o wner. 


6-ROOM furni.« hed ho use; mo dern. In­ 
quire 16 ’jO 
s . 
Pro spect. 
Co me with 
rtf<’‘rence. I’ho ne 2193-W. 


At The Close On Curb Stocks Leaders 


Close 
Close 
Y'est. To day 
Allied Power and Light. . ------ 
------ 
American L^ght 4k Trac.. .26OV2 
Arkansas Nat. Gas ................12% 
ArKansas Nat. Gas A.......... 12 
AShoc. Gas & El. (2.40G )..41 
Aviation Corp. Am er ............ 34 
Gen States Elec (.4UA> ..........29 
Cities Service (.3ÜAJ..............32% 
C ities Service p£ . (6 )..............88% 
Cities Service B pf (.6 0). ,------ 
Commonwealth Edison (8) .270 
Curtis Airports Ctfs ......... ........ 
Curus 
Wright 
W ar................2% 
Detroit Aircraft 
..................5% 
Dubiiier Conderser . . . . . . . ------ 
Durant Moiors 
..........................5% 
El bund and Share (6 J )....9 8% 
5>ymbols: /i, plus extras; G, 


267% 
12% 
12% 
41 
35% 
29 % 
S3 
8 8% 


276% 


2% 
5% 
9% 
5% 
9 9 % 
partly 


l<aircnîi(l Aviation (A j... 
Fokker Aircraft 
................ 
Ford Motor Canadian “ A” 
Ford Motor Ltd ..................... 
Goldman Sachs (2A ) ......... 
Insull Util ............................. 
Libby McN. and L ib b y... 
Mid W’est Util new 
National Aviation . . . . . . . 
North Am. A viation.« •. . . 
Roosevelt Field 
................. 
Shenandoah 
. .. 
Shenandoah pf (3) 


Standard Oil Ken. (2.2 
Swift and Co. (8) . . . 
Swift Int. (2) ............... 
Thermoid Co. (2 ) ................. 
U. S. Lines pf ............. 
extra: payable In stock. 


...3% 
..19 % 
19 % 
..28% 
28% 
..13% 
14Vb 
.,39 % 
38% 
..67% 
67 
..19 % 
20 
33 
..12% 
13% 
...» 
9 % 
• ...... 
13 
41% 
..50% 
50% 
..35% 
35% 
125 
32% 
...23% 
23% 
...16 % 
16% 


WANTFR)—Man 
o n 
family ; No lo afers 
!'a> o r, R o u'e ? 


farm 
with 
need appiy . 
small 
H. H. 


Wire Service on listed Stocks and Bonds. 
Buy or Sell in any amount—One share up. 


History and complete records free for your 
inspection. 
E. N. HARRISON 
INVESTMENT BROKER 
Mezzanine Flo o r, 3rd Natl. Bank- Bldg. 
Sedalia, Mo . 
Telepho nt 480 


i'. 
THÜKiÿ UA Ï , F ^ B K U A K y 
- ¿ i , i y ; j u . 


CJim E ANO GRAIN MARKET! 


Chicago Live Stock 
CHICAGO, 
F e b. 
27,— (A P > 
(L* 
y 
D e p a r tm e n t of A ^ r ic u ltu r e j— Hoj^g’ ,e - 
ceip tB 
19,000; 
in c lu d in g 
3,000 
direct* 
r a a rke t 
15 
to 
25 
c e n ts 
h ig h e r; 
ton 
511.50; bu lk 160 t o 350 
p o u n d « $109 0 
to J l l .l o ; 360 to 30(1 p o u n d . 510 
to 
i M M . 
p a c kin g 
s o w . 
»9 ,00 
,0 
„ 0.0 9 . 
bu ibh e rs , m e d lu n . to cho ice 
250 to 3oJ 
p ou n ds 
510.35 to 511.0 5 ; 
200 to 
35u 
p o u n d s 
510.75 to 511.50; 
160 to 
200 
p o u n d s 
510.90 to 111.50; 
130 to 
160 


’ I f 
i t„ 
’ 
Id choice 
^0 to 13« p o u n d s 53.25 to 510.75. 
C a ttle 6.000; c a lve s 2,500; fe w choice 
s te e r s s te a d y; all o th e rs w e a k; u n d e r ­ 
to n e lo w e r; e a r ly to p 514.60; sh e stock, 
e xc e p tin g 
lig h t 
bu tc h e r 
h e ife rs 
a n d 
je a r lln g s , 
.lo w . 
S la u g h te r 
c la .se s , 
siteers, 
g oo d a n d 
choice I3ò 0 to 
J500 
p o u n d s 
$12.75 
to 11.5.00; 
1100 to 
1300 
p o u n d s 
112.75 
to 
$15.50; 
950 
to 
IJOO 
P< ^nd s $12.75 to $15.75; co m m o n a n d 
m e d iu m 350 p o u n d s u p $8.75 to $12,76; 
fed ye a rlin g s, good a n d choice 750 to 
1)30 
p o u n d s 
$12.75 
to 
$15.75; 
h eifers. 
g o o d 
a n d 
cho ice 
850 
p o u n d s 
dow n 
$U,50 to $11.25; c o m m o n a n d m e d iu m 
$8.00 to $11.50: cow s, good a n d choice 
■V7.25 
to $10.00; c o m m o n a n d m e d iu m 
$0.25 to $7.25; low c u tte r a n d c u tte r 
s'4.00 to $5.25; 
bu lls, good a n d choice 
(beef) $7.75 to $9,00; c u tte r to m e d iu m 
JO.50 to $8.25; ve a le rs (m ilk fed,> good 
in d 
choice 
$9.60 
to 
$14.00; 
m e d iu m 
’>8.75 to $9.50; cu ll a n d co m m o n $7.00 
.^o--|8 .75; 
S tocker 
a n d 
fe e d e r 
ste e rs, 
^ r o o d a n d choice, all w eig h ts $10,75 to 
7bll.75; c o m m o n a n d m e d iu m $8.00 to 
*10.75. 


S h eep 1,000; m a r ke t d ra g g y; bid s a n d 
ew 
sa le s 
w e a k 
to 
m o stly 
25 
c e n ts 
ow er; in d ic a tio n s bu lk f a t la m bs $10.00 
o $10.25; be s t h eld a r o u n d $11.00; fa t 
Aves ste a d y; few $5.50; fe e d in g ia m bs 
lu o ta bie w e a k to low er. L a m bs, good 
» nd 'c h o ic e 
92 p o u n d s 
dow n 
$9.75 
to 
A1.15; 
m e d iu m 
$9.25 
to 
$10.00; 
co m - 
• n o n $8.50 to $9.25; m e d iu m to choice 
‘2 to 100 p o u n d s $8.50 to $10.50; ew es, 
n e d iu m 
to 
choice 
150 
p o u n d s 
dow n 
‘ 4.75 to $6.20; cu ll a n d co m m o n $2.00 
o $5.00; fe e d er la m bs, good a n d choice 
9.25 to $12.35. 


USE THE WANT ADS 
PHONE 1 000 
T he classified sectio n of th e D e m o ­ 
c r a t is co n d u c te d u p on a c a sh basis. 
e a d ve r tis e r Is a ske d a n d exp e c te d 
to p ay cash. 
H o w ever, te le p h o n e o r- 
a o rs 'Rill be a c c ep ted from su bsc ribe rs 
on a m e m o ra n d u m c h a rg e only. In r e ­ 
tu rn fo r th is c o u rte sy th e a d ve rtis e r Is 
cxp e<-t^» d 
to 
re m it 
p rom p tly. 
T h e 
a m o u n t 
of 
m o n ey 
involved 
In 
m o st 
w a n t a d tr a n s a c tio n s is to o sm all to 
ju stify 
r u n n in g 
th e 
a c c o u n t 
th ro u g h 
an e n tire s e t c* books. 
Y ou r p ro m p t 
re m itta n c e will avoid th is u n n e c e s sa ry 
bookkeep ing. 
A d ve rtise rs w ho p e r s is t­ 
en tly fail to m a ke p ro m p t re m itta n c e , 
will be re fu se d f u r th e r cred it. 
Adjuttments 
All claim s to r a d ju s tm e n ts a n d r e ­ 
fu n d s m u s t be m a d e w ith in 10 days. 
T h e D e m o c ra t a s s u m e s no resp o n sibil­ 
ity for e r r o r s a f te r firs t ingertlon. 
Rates 
2c a w o rd —O ne day. 


•Ic a w o rd —T h re e c o n se c u tive days. 
5c a w o rd —O ne w eek. 
15c a w o rd —O ne m o n th 


ba Wa nt Ad Pada'^S 
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M in im u m c h a rg e —25c fo r 1 tim e. 
M in im u m c h a rg e —50c for 1 week* 
M in im u m c h a r g e - |l .6Q fo r 
1 m o n th . 


K a n ia i city 
Live Stock 
K A N S A S C IT Y , F e b. 37.— ( A P j— (U. 
V 
D e p a r tm e n t of A g r i c u lt u r e ;- H o g s , 
,300; 
210 
d ire c ts; 
fa irly 
a ctive, 
u p - 
‘ven, 10 to 25 c e n ts h ig h e r th a n W ed - 
iG sday's a ve r a g e ; to p $11.OO on choice 
90 to 240 p o u n d s; bu tc h e rs, m e d iu m to 
•ll^lce 250 to 350 p o u n d s $9.75 to $10.65; 
00 to 250 p o u n d s $10.25 to $11.00; 160 
o 200 p o u n d s $10.35 to $11.00; 180 to 
60 p o u n d s $9.50 to 
$10.90; 
p a c kin g 
o w s $8,25 to $9.60; s to c k p igs, m e d iu m 
o cho ice 70 
to 
130 
p ou nds 
$7.75 
to 
9.50. 


C a ttle 
2,000; 
calves 
500; 
s h o r t 
fed 
te e rs 
te n d in g 
lo w e r; 
o th e r 
killing 
la sse s 
s te a d y; 
s to c ke rs 
a n d 
feeder« 
low, 
w e a k; s la u g h te r classes, 
ste e rs. 
,ood a n d choice 1300 to 1500 p o u n d s 
d l.60 to $14.50; 
1100 
to 1300 
p o u n ds 
•11.60 
to 
$14.75; 
950 
to 
1100 
i)bu nds 
•11.75 to $15.25; c o m m o n a n d m ed iu m , 
50 
p o u n d s 
u p 
$8.75 
to 
$11.75; 
fed 
e a rlin g s, good a n d choice, 750 t o 950 
Aounds $12.25 to $15.50; he ife rs, 
good 
-nd ch oice 850 p o u n d s d o w n $10.75 to 
14.00; 
c o m m o n a n d m e d iu m $7.50 
to 
11.00; cow s, good a n d choice $7.50 to 
9.75; 
c o m m o n 
a n d 
m e d iu m 
$5.75 
to 
7.50; low c u tte r a n d c u tte r $4.00 to 
5.76; 
ve a le rs 
(m ilk 
fe d ; 
m e d iu m 
to 
hoice $7.50 to $13.50; cu ll a n d co m - 
1011 $5.00 to $7.50; « lo c ke r a n d fe e d e r 
te e rs, good a n d choic<j (all w e ig h ts) 
10.50 to $13.25; c o m m o n a n d m e d iu m 
7.90 to $11.00. 
S h e e p 11,000; e xtre m e ly du ll; 
sh o rn 
am bs fu lly 25 c e n ts lo w er; n o w ool- 
klns 
sold 
e a rly; 
sh e e p 
w e a k 
to 
15 
e n ts 
lo w er; 
Jam bs, 
good a n d choice 
92 p o u n d s d o w n ) $8.76 to $9.85; n ie- 
* iu m $7.75 to $8.75; cu ll a n d c om m on 
6.50 
to $7.75; m e d iu m to choice 
(92 
o 
100 
p o u n d s) 
$7.50 
to 
$9.50; 
ew es, 
n ed iu m to choice (150 p o u n d s dow n) 
3.75 to $6.35. 


By B. c. CHRISTOPHER * CO. 
Room 202 Citizenr National 
• ank BuildlRQ 


INDEX TO 
CLASSIFIED ADS 
To day 's 
Classified 
Ads 
will 
be 
i'o und In the fo llo wing o rder; 
H o uses Fo r Rent 
Apartments Fo r Rent 
P'arms Fo r Rent. 
Fo r Rent—Office 
Ro o ms. 
Fo r Rent—M iscellaneo us. 
W anted to Rent. 
Ro o ms Fo r Rent 
Fo r Sale—Ho useho ld Go o ds 
Fo r Sale— M iscellaneo us 
Used Cars Fo r Sale. 
Fo r Ex change 
Fo r Sale—Po ultry and Supplies 
Fo r Sale—Liv esto ck and Pets 
H o uses Fo r Sale 
Farms Fo r Sale 
W anted To Buy 
Perso nal Business 
W anted 
Financial 
Help W anted—Male 
Radio . 
Fo und 
Stray ed 
Lo st 


1 O i: 
R E N T —7-room 
hou se. 
S15 
W . 
2id. P h o n e 583. 


1 A C R E g a rd e n , 4-rooni hou se. 2001 E. 
9 th. P h o n e 3213. 


i-R O O M 
ho u se; 
g a ra g e . 
423 
E. 
13th. 
A p p ly 7U3 E, 13th. 


.^IR IC T L Y m o d e rn 5-room c o ttag e. 919 
W. loth . P h o n e 1594. 


I'O R 
R E M '—4-room 
hou se, 
3rd 
a n d 
M issou ri. 
P h o n e 
2961. 


5-ROOM h o u se a n d 3 lots a t 1912 S. 
H a rriso n . P h o n e 237U-W. 


Í O R R E N T —M odern fro n t 
1 2; 
room. P h o n e ! 
POULTRV 
P O U LTR Y SUPPLIES 
Perso nal Business 


2 U P S T A IR S bed room s; 
P h o n e 1464. 


----------- 
H ibbon w h ite P ekin 
p riva te ba th . 1 
2491-J. 


C A L L Billy M ay 2509 for low e stim a te 
on sew er w ork. 


R E N T —2 
room 


-________ 
i t O I i 
S A L E —R hode 
Islan d 
R ed 
—2 or 3 fu rn ish e d h ou sekeep ing ! 
netting. 
P h o n e 2826-VV. 
217 E. 6th. 
~ 


¡P A P E R 
h a n g in g 
a n d 
p a in tin g ; 
eggs I 
sam p les. 
Call 
3725-W . 
1930 


. 
____________ 
___ 
'QUANTED—C u stom 
h a tc h in g 
a n d 
I O R R E N T —F o u r m o d ern u n fu rn is h - 
chicks. P h o n e 2494 
ed room s. P h o n e 475. 


or- 


m 
—---------Oil brooder stove, $ 8.00; 
S L E E P IN G room in m o d e rn hom e 
520 ' 
^» uggy. Call 3589-W 
\v. 4th. P h o n e 1283-W 


SA W S, sh e a rs, knives sh a rp e n e d . Also 
soldering a t 626 E. 5th. 


W A N T E D —P u m p 
w ork. 
W a h re n bro c k 
Im p lem en t Co., 217 W . M ain. 


F O R 
R E N T — 6-room 
ho u se; 
condition. P h o n e 234. 
p erfect 


u-ROOM h o u se ; m o d e rn 
e xcep t h e a t. 
U20 S. C arr. P h o n e 1681-J. 


I’O R 
R E N T 
o r 
T r a d e —F o u r room 
hou se, $10.00. P h o n e 1464. 


Chicago Grain Table 
C H IC A G O , F eb. 27. 
( A P ) : 
H ig h 
Low* 
W h e a t- 
M a r 
M ay 
J u ly 
SejTt 
C o rn — 
M a r 
M ay 
J u ly 
S e p t 
O a ts — 
M a r 
M ay 
J u ly 
S e p t 
lye — 
M a r 
M a y 
J u ly 
S e p t 


Close 


$1.09% $1.06 
$1,09% 
ÍU14 
$1.10% 
$1.13% 
H.14V4 $1,11% 
$1.13% 
|1|1T'% $1.13% 
$1.17% 


.83% 
.87% 


.90 
.90 


.42 
.43% 
.43% 
.43% 


.77% 
.77 


.79172 


•si-% 
.85% 
.8 8% 
. 88% 


.41 
.43 
.43 


.76% 
.75% 
.771/3 
.78 % 


.82% 
.87% 
. 88% 
.89% 


.Tl% 
.77 
.78% 
.79 


Close 


K a n sa s C ity 
Grain Table 
O p en 
H ig h 
L o w 
W h e a t— 
M ay 
$1.03% 
$1.05% 
$1.03% $1.05% 
J u ly 
$1.04% 
$1.06% 
$1.04% $1.06 
C o rn — 
M ay 
.82 
.8 3% 
.81 
J u ly 
.85% 
.8 6% 
.85 


St. Louis Grain Table 
O p en 
W h e a t— 
M ay 
$1.10 
J u ly 
$1.11 
C orn— 
M a y 
.86% 
J u ly 
.8 8 % 


1 c e n t; No. 2 w h ite 44; N o. 3 n o m in ­ 
ally 42% to 44. 
Milo m a iz e n o m in a lly $1.34 to $1.44. 
K a f ir $1.27 to $1.31. 
R ye n o m in a lly 75 to 76. 
B a rle y 54. 


St. 
Louis Grain 
Market 
S T . 
L O U IS, 
F e. 
27.— (AP)— C a s h : 
W h e a t: 
No. 
3 
r e d 
w in te r 
$1.18 
fb 
$1.19; No. 
2 h a r d $1.11. 
C o rn : N o 2 yellow SO; No. 3 w h ite 
79 to 82. 
O a ts : No. 2 w h ite 46. 
C L O S E : 
W h e a t: M ay $1.12; J u ly $1.12%. 
C orn : M a y 8 7%; J u ly 90%. 


C hicago 
Produce 
CH IC A G O ,' 
F e b. 
27.— ( A P ) —B u tte r 
s te a d y, re c e ip ts 6,466 tu bs, p rice s u n - 


St. Louis Liva Stock 
E A S T S T . L O U IS, F e b. 27.— ( A P ) __ 
U. 
S. 
D e p a r tm e n t 
of 
A g ric u ltu re ) — 
lo g s 9,000; o p e n e d 15 to 25 c e n ts h lg h - 
r ; alow a t a d va n c e ; 
p igs s tro n g 
to 
5 <*ents h ig h e r; bu lk 160 to 220 p o u n d 
11.35 
to 
$11.50; 
220 
to 
230 
p o u n d s 
11.15 to $11.35; few* 260 p o u n d s $10.90; 
lo s t 130 to 150 p o u n d s $10.50 to $11.25; 
•0 to 130 p o u n d s $9.60 to $10.50; sow s 
9.40 to $6.60. 


BRISK RALLY TO 
STOCKS MARKET 
IN TODY’S DEALS 


Stro nger at the Opening— 
Prices Adx ance Rapid­ 
ly in Later Trading 


(By 
S ta n le y 
W . 
Prenosi], 
A sso c ia te d 
P re s s F in a n c ia l E d ito r) 
N E W Y'ORK, F e b. 27.—S to c k p rices 
rallied s h a rp ly a g a in to d a y in resp o n se 
.11% 
^ f u r th e r re c o ve ry in w h e a t p rices 
.43% 
^ lo w e rin g of t h e call m o n ey r a te 
.43% 
^ 
M ore th a n a 
.43% 
issu es, in clu d in g several a m u s e ­ 
m e n t, d airy, bu sin ess m ac h in e , p u blic 
u tility a n d m o to r 
ac c e sso ry 
sh a re s, 
m o ved in to n e w hig h g ro u n d for th e 
year. 
G ains 
of 
1 
to 
3 
p o in ts 
w ere 
d is tribu te d 
o ver 
a 
fa irly 
broad 
list, 
w ith a sp rin klin g of issu e s m a r ke d u p 
to 7 p oints. 
P ric e s 
h e a d e d 
u p w a rd 
fro m 
th e 
op en in g of th e m a r ke t, th e ra lly g a t h ­ 
e rin g m o m e n tu m a s tr a d in g p ro g re s s ­ 
ed. 


A few 
se a so n e d 
dividend 
p a yin g 
sto cks, c u r r e n t yields of w h ic h a r e a t ­ 
tra c tive , w e re bro u g h t by in ve s tm e n t 
in te re sts . 


‘‘B e a r ’ tr a d e r s a p p a re n tly m a d e no 
c o n ce rte d e ffo rt to h a m m e r Individu al 
stocks, a lth o u g h bro ke rs re p o rte d th a t 
som e issu es 
sh o w ed 
In d icatio n s 
of 
sc ale selling on th e p a r t of th e se i n ­ 
te re sts. K ro g e r S to re s d ro p p ed !•% to 
n e w low fo r th e ye a r a t 37%. I n d u s ­ 
trial R a yo n fell 
6 
p oints, 
S a fe w a y 
S to re s 
2%, 
a n d 
J o h n s 
iManville 
a n d 
A tlan tic , 
G u lf 
a n d 
W e st 
In dies 
1% 
each. 


U. 
S. 
S teel 
c om m on m a d e 
u p th e 
dividend of $1.75 a s h a re , w h ich cam e 
off th e s to c k today. J. l. C ase r a n u p 
7 
p oints, 
B e a tric e 
C re a m e ry 
6 
to 
a 
new h ig h a t 79, A u bu rn A u to 5, a n d 
D u p o n t, 
E le c tric 
A u to 
L ite, 
B r u n s ­ 
w ic k-B ia ke -C o lle n d er 
a n d 
E a s tm a n 
K o d a k sold 4 o r m o re p o in ts higher. 
A m e ric a n B a n k N ote, 
W estin g iio u se 
E lectric, 
A m e ric a n 
In te rn a tio n a l, 
A s ­ 
so c ia te d 
D ry 
Goods, 
U nderw ood, 
E i- 
lio tt-F is h e r, 
W a r n e r 
B ros., 
P ic tu re s 
c o m m o n a n d p re fe rred , L oew s, P a r a - 
m o u n t- F a m o u s - L a s ky, 
B orden, 
R adio 
C o rp o ratio n , N o rth A m erican . R e m in g ­ 
to n 
R a n d , 
M arlin-R ockw ell, 
¿sp arks 
W lth in g to n . 
In d ia n 
M otorcycle 
a n d 
L a m be r t w e re among* tlie m a n y issu e s 
t h a t broke in to new hig h g ro u n d for 
th e yea r. 
T h e re w'as little in th e d a y’s bu si- 


.82% 
. 86% 


Close 


$1 .1 2 
$1 .1 2 % 


.87% 
.9 0% 


6-ROOM s tric tly m o d e rn h ou se, $27.50; 
E a s t Broadwaj*. P h o n e 2145. 


bO R 
R E N T —5-roo m 
m o d e rn 
hou se. 
1105 S. C a rr. P h o n e 736. 


2 O R 3 ROOM S p a rtly fu rnish ed. 630 
E. 9 th a n d T hom p son. 


:r OR S A L E — New M issou ri typ e brood- 
er hou se. E. M. G reen. H u ghesville. 


S T R IC T L Y 
m o d e rn 
h ou sekeep ing 
sleep ing room s. 223 E. 6th. 
or 


ROOM S 
F O R 
R E X T 
- 
U n fu rn ish ed 
room s ol2% S. Ohio. Call 1616. 


3 
f u r n i s h e d 
light 
h o u sekeep ing 
room s. P iton e 3150. 620 E. 5th. 


E N G L IS H W h ite L eg h o rn s e ttin g « ggs 
c above m a r ke t p rice. P h o n e 73 -F ll 


‘•atchingT 
51.00 hu ndred. R u th W allace, R. *, 
B eam an. 


o 
N IC E L Y 
fu rn ish e d 
m o d e rn 
h o u s e ­ 
keep ing ro om s; g arag e. 1020 B a rre tt. 


« U A U -IW 
B u ff 
W ya h d o lte s, 
w in te r 


• 2 7- r Ï Ï 


F O R R E N T —5-room h o u se ; m o d e rn e x­ 
c e p t h e a t. P h o n o 3638. 


bO R 
r e n t —R oom s for lig h t h o u se ­ 
keep ing. 318 S. E n g in e e r. P h o n e 3927. 


bO R 
S A L E —One 
165 
chick 
Q u een 
brooder; 
reasonable. 
1407 
8 . 
H a r ­ 
rison. 
P h o n e 886. 


PH O N O O R A PP; 
a n d 
p ian o repairing 
R. V. Denny. lOü« w. Jrd. 


W A L L 
p a p e r 
cleaned. 
C leaner 
t h a t 
cleans. L. C u tter, P h o n e 161S-W. 


L O C A L 
m oving 
a n d 
hau ling. 
T rip s 
m a d e to a n y tow n. P h o n e 3375-J. 


P A IN T IN G , 
p a p e r 
h a n g in g . 
Sam p les. 
E s tim a te s 
free. 
P h o n e 
1009. 
H ou ael. 
E. 


4-ROOM 
bungalow*; 
m o d ern 
h e a t; g a ra g e . 
900 E. 
7th. 
excep t 


F O R R E N T —7-room 
h o u se w ith 
tw o 
lots. G arag e. P h o n e S6-F2. 


4-ROOM 
bungalow*; 
m o d e rn 
excep t 
h e a t; E a s t Broadw*ay. P h o n e 2381. 


I’O R R E N T —F ive room c o tta g e ; lights, 
w a te r, 
gas, 
g a ra g e ; 
p aved 
stre e t. 
Cali 356. 


bO R R E N T —N icely fu rn ish e d sleep ing I 
liatch in g eg g s, 
room s; 
c’ 
‘ 
P h o n e 1566. 


bO R S A L E —W h ite 
E n g lish 
L eg ho rn 


F L O O R 
electrically 
sa n d e d ; * old 
or 
n ew ; 
w o rk 
g u a ra n te e d ; 
e stim a te 
free. P h o n e 1089 o r 3428. 


I S E L L A bestoline a n d N oleak Roof 
P a in t 
M aterial. 
M ain ten en ce 
ten 
years. B onded by In su ran ce. L. L au p - 


room s; 
close 
in. 
:4o 
S. 
MonitVam J- T- Long, ¿ m i t h i n “ 


m o d e r n 
rn 
1----------------- 
I E N G L IS H W h ite L e g h o rn one ye a r old 
. O D LRN 
room s; 
close 
In; 
so u th e rn I 
hens. E g g s for se ttin g 10 c e n t, above 
g en tle m e n ; 
referen ces, m a rke t. J a ke S an d ers, G reen Ridge. 
e xp o su re ; 
P h o n e 1109. 


bO R S A L E —H ou se, 909 S o u th Osage, 
to be m oved from lot. Cali J o h n w ! 
B aker, P h o n e 51. 


M A R C H 15th, 5-room c o tta g e ; m o d ern 
e.vcep t h e a t; 
close in. 
210 W . 
6th 
P h o n e 1594. 


$4 W E E K for 2 la rg e fu rn ish e d h o u se ­ 
keep ing 
room s; 
stric tly 
m odern. 
P h o n e 2511 or 960. 
' 


X C L B A T O R S —One 500 size A u to m a tic 
J r . 
p ortable; 
one 
220 
size 
Q u een, 
p erfect condition; cheap . 609 W. 2nd 
P h on e 2867. 


bO R 
R E N T — 4-room 
hou se, 
g a ra g e 
g a rd e n , fru it. C o rn er 18 th a n d Lim it! 
P h o n e 1401. 


bO R 
R E M —Good 
fo u r 
ro om h o u se ; 
g a rd e n 
a n d 
fru it; 
$10.00 
P h o n e 819. 
m o n th . 


-ROO M 
h o u se 
fu rn ish e d ; 
lig h ts 
a n d 
w a te r; 
$18.00 
m o n th . 
909 
E. 
loth. 
Call for key a t 913 E. 15th. 


F O R R E N T - 2 1 7 
E. 
6th ; 
8 -room s. 
stric tly m odern. 2 ba th s; full base- 
in e n t; g arag e. P h o n e 704 or 1150. 


S E E O U R la rg e line of ch ick feeders, 
brooders, 
w a tcre rs, 
bu tte rm ilk fe e d ­ 
ers, w oven w ire, p o u ltry n e ttin g , ba rb 
- ¡ w i r e 
a n d 
steel 
p osts. 
Sedalia 
C ash 
H a rd w a re Co., 106 W e s t M ain St. 


WANTED 


W A N T E D —H o u se cleaning ; 
w ashin gs. 
P h o n e 2592-J. 


W A N T E D —W a sh in g s, Call fo r a n d d e ­ 
liver. P h o n e 1315. 


W A N T E D —R oom ers, m eals a n d la u n ­ 
d ry w o rk op tional. P h o n e 3256. 


Ho useho ld Go o ds 


iO U W IL L gro w stro n g , stu rd y, vig ­ 
orou s chicks by feedin g Q u isen berry 
Q u ality 
S ta rtin g 
Food. 
A sk 
you r 
h a tc h e ry m an. L o veland F u e l a n d F e e d 


W A N T E D —H o u sekeep in g w o rk to do; 
c o u n try p referred. P h o n e 8 9 -F5. 


W A N T E D — U n fu rn ish e d room by eld ­ 
erly lad y; cIo.se in. P h o n e 2346-W . 


W A N T E D —BM m itu re 
to 
re p a ir 
a n d 
refinish. R easonable. 
Call 2677-W. 


Come In Right Now 
CONVINCED 


Over 2,000 
O w nert 
Are Con­ 
vinced 
Our 
Oked 
Used C a n 
Are the Best In Town. 


C H E V R 0L E T 8 
1929 Chevrolet Sedan ..........$450 
1929 Chevrolet Coach ..........$425 
1929 Chevrolet Coup e ..........$425 
1928 Chevrolet Sedan ..........$$65 
1928 Chevrolet Coach ..........$325 
1928 Chevrolet C o u p e 
$325 
1927 Chevrolet Sedan 
..........$200 
1927 Chevrolet Coach 
..........$1 $6 
1927 Chevrolet Cabriolet ..$225 
1926 Chevrolet Sedan 
..........$150 
FORDS 
1929 Model A Ford Coup e $425 
1929 Model. A Ford Sp ort 
Roadster 
............................^ 5 
1928 Model A Ford Road- 
st« » * '...........................................$286 
1926 Ford Coup e ....................$135 
1926 Ford Tou ring ............... $ 3 5 
1925 Ford C o u p e...................$7 5 
1925 Ford Tou ring .............$ 5 0 
OTHERS 
1928 Velie Coup e ..............,.$400 ' 
1929 Olds Sedan .....................$600 
1928 Essex Coup e .................. $3 2 5 
1928 W hip p et Coach ............$285 
Time is too short, and these 
p rices too low to walk. Come 
*D, 
It will 
be 
a 
p leasu re to 
show you. 


Op en Every Evening Until $:30 
SuUivan-Thomp - 
son Motor Co. 
At Second A Kentu cky St. 
Telep hone 590 
Sedalia, Mo. 


GOOD hig h oven g a s stove:~exrf>llPnt 
- 8 . 
condition; $10.00. P h o n e 2182. 
___________________________ 
j l ’U R E B a rro n E n g lish W h ite L eg h o rn 


2 P I E C E living room su ite ; p ractically 
-^0-318 
p edigreed 
m ales. 


-RO OM hou se, 508 S. S u m m it; m o d ­ 
ern excep t h e a t; fu rn ish e d o r u n fu r- 
nished. 
Ap p ly 403 W 
B ro ad w ay. 


new . 640 E. lOth. Call m orn in gs. 


F O R S A L E —D e tro it Jew el h ig h oven 
^gas ran ge. L a rg e steel d ra w e r. P h o n e 
^521. 


a rg e h e a lth y sto ck; chicks $10 h u n ­ 
dred; eggs $4. O rd er now fo r M arch 
hatch . E th e l H. H ibncr, R. No, 2 
Sc- 
dalia, 
Mo. 


Apartments Fo r Rent 


F O R 
R E N T —3 
m o d e rn 
fu rn ish e d 
room s. 117 E. Broadw’ay. P h o n e 340. 


O R 3 ROOM nicely fu rn ish e d a p a r t ­ 
m e n t. P h o n e 2877. 


P R A C T IC A L L Y 
n e w 
g ra y 
enam el 
B rid g e a n d B each cook stove. 910 S. 
Massachusetts. 


OR R E N T —F u rn is h e d m o d ern a p a r t ­ 
m e n t. 312 E. 5th. 


bU R N IS H E D a p a rtm e n ts . 
512 E. 4th. 
P h o n e 2280. 


bO R 
S A L E —E lectric 
w asher, 
coaste* 
bed, w a ln u t d ining su ite, ru g, d re s s ­ 
er, ice bo.x, electric sweep ei;. victrola, 


FOR R E X T - F u r n i « h e d a p a r t m e n r ' ^ F j [ ¡1^ 
% 
all 
O sage. P h o n e 3032. 


F O R S A L E —E lectric 
sew in g m a c h in e 
in console cabinet, good a s new ; cost 
$165.00, 160.00 ta ke s it. 724 W. 3rd St. 


t O R 
S A L E —L a d y’s 
clothes, 
size 
16; 
ba by’s 
high 
c h a ir; 
p orch 
sw ing ; 
p orch 
g a te ; 
kitc h e n 
table; 
2 
c h a irs 
P h o n e 977. 


c ap o ns c ap o ns c ap o ns 
We Will pay go o d prices fo r all 
kinds g o o d po ultry , also hides and 


w o o l. Be sure and get o ur prices. 
Clarence Do w, Pho ne 544 or 736.— 
A dv. 


DO 
YOU 
need 
help 
or 
w o rk? 
Call 
E th yl R, Ja c kso n , P h o n e 3646-W. 


F L O R E N C E A N T E S w a n ts to ca re for 
child ren by d ay or ho u r. P h o n e 2473. 


W A N T E D — W ash in g s. 
W o rk g u a r a n ­ 
teed. Called for a n d delivered. P h o n e 
606-M. 


STRAYED 


S T R A Y E D or Stolen—Yellow a n d w n it# 
c u r dog. P h o n e 3713-J. R e w a rd . 


LOST 


W A N T E D — F a m h ily 
'w ashings 
by 
widow. 
G u a ra n te e d 
satisfactio n . 
P h o n e 3394. 


Fo r Sale—Liv e Sto ck 
_______ and Pets 


f o r S A L E —F re s h J e rs e y cow*, calf by 
side 631 E. 16th. 


f o r 
s a l e — R e g iste re d 
P e kin ke se 
m ale. P h o n e 3I9 1-J. 


j b'OR 
S A L E —T e a m 
of 
m u les. 
P h o n e 
45-F12. 
good 
w ork 


F O R l i E N T - 11 room du p lex; 2 stories. 
316 E. 7th. P h o n e 800. 


1303 O SA G E ; 
low er 2-room fu rn ish e d 
a p a r tm e n t. P riva te bath . 


- A N T IQ U E d in in g room 
se t fo r sale. 
A lso sm all tables, ch ests, etc. L e a v- 
iin g to w n ; 
m u s t sell 
by INIarch 10th. 
Mrs. 
Floyd 
Sp erry, 
903 
Clinton, Mo. 


M O D E R N 3-room a p a r tm e n t. H e a t a n d 
w a te r fu rn ish e d . P h o n e 2943. 


F O R 
R E N T — F u rn is h e d 
a p a rtm e n t. 
P h o n e 3751-W. 1005 S. M issou ri. 


L O W E R 
4-room 
u n fu rn is h e d 
a p a r t ­ 
m e n t. 420% W . 7th. P h o n e 2107. 


F U R N IS H E D 
m o d e rn 
u p p e r 
a p a r t ­ 
m e n t; e ve ryth in g fu rn ish e d . 403 
W. 
Broadway*. 


W A N T E D — P a r tly 
fu rn ish e d m o d e rn 
4-room hou se o r a p a rtm e n t. A dd ress 
C” care. D em o crat. 


FINANCIAL 


R E G IS T E R E D Jersey* bu ll; 3 ye a rs old. 
R. H. T hom p son, K nob N o ster, Mo. 


¿5. 
2nd 
St., 'E X T R A 
good 
fre sh 
m ilk 
cow 
w'ith 
calf. P h o n e S9-F5 or 32nd a n d M ar- 


SIX P E R C E N T 
N o Sp ecu lation —No D ep reciation In 
G R E E N E 
CO U N TY 
B U IL D IN G A N D 
LO A N A S S N ’S F u ll P a id C ertificates 
R e g u la r dividends e ve ry six m o n th s 
YOUR M ONEY A L W A Y S A V A IL A B L E 
T h e re is no s u bs titu te fo r safety. 
H a r ry H ale—D istric t M a n ag e r 
215% llg e n fritz B u ilding 


l o s t — R ed 
P ersio n 
P h o n e 1627-J. 
cat. 
R ew ard . 


L O ST —B rlndle bu ll 
eye. P h o n e 1545. 
dog, 
one 
whito 


L O S T —T orto ise shell g la sse s by h ig h 
school. R e w a rd . P h o n e 2108-J. 


l o s t —P o in te r bird dog, one ye a r old. 
W . R. B irc h on collar. P h o n e 2181. 
R ew ard. 


Fo r Sale—Miscellaneo us 


¡.hall. 


F O R S A L E —400 h edge p o sts; 30 corn er 
p osts. P h o n e 19-F13. 


F O R S A L E —M ediu m size office safe. 
Call a t M 'ald m an ’s. 


bO R 
S A L E — One 
re g iste re d 
Je rs e y 
m ale; also tw o re g iste re d D u roc J e r ­ 
sey sow s a n d sho ats. P h o n e 2350. 


Ho uses Fo r Sale 


B A L E D 
tim o th y h a y fo r sale. C. 
E. 
P a lm e r, 
Call 56-F23. 


A P A R T M E N T , close in, fin e location, 
s te a m h e a t, p riva te h ath . 219 W . ?th. 
P h o n e 497. 


c h a n g e d . 


E g g s u n se ttle d , re c e ip ts 24,504 c a se s; ‘n ess n e w s to Influ ence th e p rice mcTve- 
e xtr a f ir s ts 26% 
to 27; g r a d e d firs ts m e n t. 
S everal 
In d a stria l 
a n d 
26 to 26%; o rd in a r y fir s ts 24 to 25. 


Chicago 
Poultry 
C H ICA G O , 
F e b. 
27.— ( A P ) —P o u ltry 
alive, firm ; re c e ip ts 1 c a r; fow ls 25 to 
29; s p rin g s 2 8; bro ilers 32 to 2 6; ro o s t­ 
e rs 
20; 
tu r ke ys 
26; 
h e a vy 
d u c ks 
20 
to 22; geese 14 to 16. 


Kansas City Produce 
, 
, 
K A N S A S 
C IT Y . 
F e b. 
2 7 
( \ P ) __ 
C a ttle 1,800; c a lve s 700; bid d in g low - 
u g g s : F ir s ts 22. 
’ 
r on m o s t killing c la s se s; veeilers a n d 
few 
m ixe d 
ye a rlin g s 
a n d 
h e ife rs 
te a d y; to p a n d bu lk gcx^d a n d choice 
e a le rs $14.25. 
S h e e p 800; n o e a rly s a le s o r bids: In- 
ic a tio n s 
w e a k 
to 
lo w e r 
on 
la m bs; 
‘''l^ing 
a r o u n d 
$10.50 
for 
d esirable 
ooled la m bs. 


B u tte r : C re a m e ry 38; 1 n la rg e q u a n ­ 
titie s 37; bu t t e r f a t 27; p a c kin g bu tte r 
15. 
P o u ltry: H e n s 19 to 21; broilers 25; 
ro o ste rs 12 to 15; s p rin g s 26. 


ST. 


Kansas City 
Cash 
Grain 
K A N S A S 
C IT Y , 
F e b. 
27.— ( A P ) — 
'h e a t re c e ip ts 158 c a r s ; to n e u p 2 to 
c en ts. 
No. 
2 
d a r k, h a r d n o m in a lly 
.03 to $1.13; No. 
3 n o m in a lly fl.O l to 
.07» N o. 2 h a r d $102% to $1.13; No. 
$100% to $1.04%; N o. ^ r e d 
$1.17^-^ 
o. 3 n o m in a lly $110 to $1.14. 
Close: M a y $105%; J u ly $1.06. 
C orn: R e c e ip ts 
67 
c a r s ; 
to n e 
u p 
1 
2 c e n ts ; N o. 2 w h ite 77 to 78; No. 
<3% to 75%; N o. 2 m ixe d 73 to 71; 
3 69 to 71%. 
‘"lose: M ay 8 2%; Ju ly 86%. 
O a ts. Receip t.s 5 c a r s ; ton e u p 
(t* 


St. L ou is P ro d u c e 
L O U IS, 
F eb. 
27.— ( A P )—E g g s i i-he firs t sale. 


p u blic 
u tilities re p o rte d fa vo rable 1929 e a r n ­ 
ings, bu t so m e of th e J a n u a r y, s t a t e ­ 
m e n ts of th e ra ilro a d s now being p u b­ 
lish ed m a ke ve ry u n fa vo ra ble c o m p a r­ 
ison w*lth th e c o rre sp o n d in g m o n th of 
la st year. 
T h e 
re c o ve ry 
in 
sto c k 
p ric e s 
w a s 
le s u m e d 
a t 
th e 
o p ening 
of 
to d a y’s 
m a rke t, 
w ith 
th e h ig h p riced in d u s ­ 
tria ls a n d sp ec ia ltie s a g a in in th e fo re ­ 
fro n t of th e a d van ce. E a s tm a n K o d ak 
a n d J . I. C ase qu ickly r a n u p m o re 
th a n 2 p o in ts each, th e fo rm e r tou cli- 
in g a n ew 
h ig h level 
for 
th e year. 
A m e ric a n T elep hone, A m e ric a n S m e lt­ 
ing, B jth le h e m ¿Steel. G eneral E lectric 
a n d U nion C arbid e im p ro ve d f r a c tio n ­ 
ally. L*. S. ¿íteel com m on, selling tx- 
dividend, sh o w ed a slig h t recession on 


A P A R T M E N T 
nicely 
fu rn ish ed , 
4- 
rooins; 
g a ra g e , 
w a te r 
fu rn ish ed . 
P h o n e 2145. 


F O R R E N T —5-room a p a r tm e n t; m o d ­ 
e rn ; g a ra g e . A p p ly W . H. B ond G ro ­ 
cery, 530 E. 5th. 


A P A R T M E N T S —4-room , p riva te bath , 
g a rag e . 214 W . 5th. Also a p a r tm e n t 
$10.00. P h o n e 2145. 


Í O R 
S A L E —F o u n ta in , 
sho w 
cases, 
fixtu re s. 211 E. 3rd. P h o n e 363. 


F O R 
S A L E —S easoned 
w ood; 
stove 
length. J o h n P e tty. P h o n e 2694. 


F O R G R A D E “ A " ra w J e rs e y m ilk a t 
10c p e r q u a r t delivered P h o n e 2350. 


bO R S A L E —Good 4 ancr 5 room hou ses 
from 
$800 to $1,500. 
T e rm s. 
P h o n e 
2VSS or 596. 


A N Y SIZE, $100.00 dow n, balan ce like 
ren t, exch an g es m ade. E rby B arro w , 
llg en fritz Bldg: 


N eed M oney Q u ickly? 
24 h o u r c o u rte o u s service 
on C A SH LO A N S u p to $300 
Sm all M onthly R e p a ym e n t—com e In for 
full in fo rm a tio n —J u s t p hone o r w rite. 
In te re st 2% p e rc e n t p e r m o n th on u n ­ 
p aid a m o u n t of loan, w hich inclu des 
all charges. 
P e rso n a l F in a n c e Co. 
Room 1, 2nd Floor Y e a te r Bldg. 
312% Ohio S t. 
P h o n e 224 
L iceosed By T h e S tate. 


Help Wanted—Male 


E X P E R IE N C E D 
fa rm 
h a n d 
'vvanted. 
Single m a n . W . E. H ayes. Longwood, 
Mo. 


b'OR S A L E —H ou se 909 S. O sage. 
To 
be rem oved from lot. Call J o h n W . 
B aker, P h o n e 51. 


bO R 
S A L E — B ottles, 
all 
kinds. 
L. 
L a u p h e im e r, 301 W . M ain. P h o n e 59. 
FO R S A L E — W ell 
im p roved 
su bu rba n 
hom e; 
sm all 
a c re a g e ; 
very rea so n - 
j able. 
P h o n e 596—2788. 
bO R 
S A L E —M o nito r 
eng in e; 
p u m p s. ^ 
_________ 
_ 
W a h re n bro c k Im p le m e n t Co., P h o n e I 
m 
o 
d 
e 
r 
n 
bu ngalow ; w*est side; 


5-ROOM' u n fu rn is h e d a p a r tm e n t; dow*n 
sta irs, 
w a te r, 
lights, 
g a s 
a n d 
g a ­ 
ra g e $16.00. 90S S. V erm on t. 


T W O 
5-ROOM 
a p a r tm e n ts ; 
close in ; 
n e w ly 
d e c o ra te d ; 
m o d e rn 
exc€ .-p t 
h e a t. 
P o r te r 
R eal 
E s ta te 
C om p any.. 


u n c h a n g e d ; M issou ri No. 1 33%. 
T h e 
B a n k 
of 
E n g la n d 
m a d e 
no 
B u tte r 
u n c h a n g e d ; 
c re a m e ry 
e xtr a s 
¡c h a n g e in 
its d isc o u n t ra te 
of 4% p er 
36. 
¡cent. 
P o u ltr y; 
H e n s 
1 
c e n t 
h ig h e r 
24%; 
T he s h a r p re c o ve ry in w h e a t p rices 
sm all s p rin g s 2 c e n ts h igh er, 31; la rg e fro m th e reco rd low* levels e sta blish e d 
u n c h a n g e d 25; tu rke ys 28; geese 13%; | a few d a ys ago_ is w idely h e ra ld e d as 
d u c ks 20. 
ia d e fin ite tu r n in g p oint in th a t m a r ­ 
ket. 


2 F l \ E room m o d e rn a p a r tm e n ts ; new 
fu rn a c es. 
d e c o ra tio n s; 
h a rd 
wood 
floors; 
g a ra g e s. 
618 
W'. 
B road w ay. 
P h o n e 2511, 96U. 


2 
M O D E R N 
4-ro om 
a p a r tm e n ts ; 
one 
com p letely fu rn ish e d ; one u n f u r n is h ­ 
ed. 
H e a t 
a n d 
w a te r 
fu rn ish ed . 
G a ­ 
rage. 
C o rn er 
13th 
a n d 
Ohio. 
P h o n e 
3252-R. 


Wail Street Brlefe 
N E W ' 
Y O RK . 
F e b. 
27— (A P ) —T h e 
f irs t 
29 
ra ilro a d s 
of 
th e 
c o u n try 
to 


In itia l 
g a in s 
in 
th e 
slo ck 
m a r ke t 
w e re e xte n d e d a s tr a d in g p rog ressed. 
J. 1. C ase w a s (p iickly m a rke d u p 7 
r e p o rt th e 
r e s u lts of J a n u a r y o p e ra - I p oints, 
E a s tm a n 
K o d ak 
e xte n d e d 
its 
tioms h a d a n a g g r e g a te n e t o p e ra tin g ¡gain 
to n e a rly 
4 
p o ints 
by 
tou cinn g 
incom e 
of 
$21,672,000, 
c o m p a re d 
w ith 
$29,939,000 in th e co rre sp o n d in g m o n th 
last year. 


' CASH 
LOdNS 
ON EASY 
T E R M S 


Your Personal 
Credit- 
it good for a c a th loan here 
to m eet you r sp ecial need. 
Loans 
m ade 
on 
hou sehold 
goods, au tom obiles, livestock or 
any p ersonal p rop erty of value. 
A verage 
m onthly 
cost 
on 
tw enty m onth p aym ent p lan: 
$ 50 Loan 
66c;$200 Loan $2.63 
$100 Loan $1.32j$300 Loan $3.94 
You do not have to wait for 
____________________________ 
du e date. 


Quick Servic. 
eonfidentl,! 
- 
p art of It at any tim e. 
Cou rteou s 
Harris Loan & Investment Co. 
Su ite 101 T hird N ational Bank Bldg. 
Sedaiia 
(Ju st over the entrance) 
Phone 319 


a n o th e r new h ig h a t 221 a n d B eatr% e 
C re a m e ry u p 3 p oints. D u p o n t, C h e s a ­ 
p ea ke 
a n d 
Ohio, 
M ay 
D e p a r tm e n t 
¡S tores a n d Sp iegel M ay ¿ te r n all m ov- 
jed u p 2 p o in ts o r m o re bef.-re th e en d 
I of th e firs t h a lf hou r. 
A m e ric a n 
T elep hone, 
-Vnierican 
W a te r W o rks a n d S to ne a n d W't bste r 
¡qu ickly 
a d \a n c e d 
2 
p o ints 
u-r 
m oiu 
; w hile F a c ific E ig h iin g , A m erit a n Bu w - 
ier a n d L ig h t, S ta n d a r d G as a n d EI- c- 
tric. 
N o rth 
A m e ric a n 
a n d 
^S'esturn 
U nion w e re a m o n g th e m a n y issu es to 
sell a p o int o r so h ig h e r on the fir.-t 
o u tbu rs t of bu ying, 
! 
F o reig n 
e xc h a n g e s 
op em d 
stead y. 
Avith S terlin g C ables qu o ted 1-32 ot a 
cent h ig h e r a t $1.85 1-16. 
T ra d e rs tiegan to ta ke 
m U.e 
la st hou r, ^ ig n s of w e a kn e ss a p p e a le d 
in 
se ve ra l 
leaders, 
notably 
A m erivan 
C an 
a n d 
S im m ons, 
K ect*^ions 
fiur-'. j 
th e d a y’s h ig h e s t ra n g e d from l to 3 
p oints, w ith U. S. Sfeel an d W e tinu - 
honu ^e 
E lei'tric 
am o n g 
t ’n-X'-e 
free y , 
offered. N. ’-mlk en d WAso in u, . .o u u 
7 Peintc^ 
T he 
v 
s 
„ rp re x.m a 
: 
. 
; 


FARMS FOR RENT 


F O R 
R E N T —D airy 
fa rm . 
S u bu rb. 
C ash. C heap . R oom 15. A lam o Bldg. 


bO R 
R E N T —132 
a c re 
fa rm , 
1 
m ile 
w e st 
of 
L ookou t. 
Good 
im p ro ve ­ 
m en ts. L ainy L o an Co., 112 W'. 4th St. 


332. 
m u s t sacrifice. 
F o r in fo rm a tio n see 
_________ 
_ E. E. Arnold, 1420 S. C arr. 
F O R S A L E — One V ic to r a c etylen e g e n - I --------------— — ------------------- - 
--------- 
e ra to r 
lig h t 
p la n t 
a n d 
fixtu res. | ^ ^ ^ ID E R N -8 -ro o m 
hom e for 
sale or 
P h o n e 1-F12. 
' ! 
tra d e ; 
1% 
a c re s 
fru it. 
Good 
p lace 


bO R 
S A L E —S easo ned 
w ood; 
stove 
len g th , 
$7.50 
p e r 
cord. 
Roy 
P e tty, 
P h o n e 11S5-F4. 


H O M E 
CO O K IN G — D o u g h n u ts, 
all 
kind s 
of 
bread, 
coffee 
cake. 
M iss 
H a n ia h a n , 246 S. P ro sp ect, P h o n e 2716. 


for chickens. 1616 W'. 20th. 


W A N T E D —M arried m a n w ith one or 
tw*o boys la rg e 
en ou gh 
for 
farm 
work. E xp erienced . Clay Gibson. H o u s­ 
ton ia, Mo. 


FO R S A L E —2 acre s on W e st B ro a d ­ 
w ay n e a r bou levard; be au tifu l bu ild­ 
ing site; ba rg a in w ith a big B, if sold 
in n e xt few days. T. S. B u rk, 1317 S. 
L am ine. 


TTATf « ATT.- r- 
. 
---- — — -— 
SALE—Six ro o m ho use, mo dern 
F O R S A L E - G r o c e r y sto re a n d confec- | 
excep t h e a t; cellar; p aved s tr e e t a n d 
onery. P ric e d rig h t. L ea vin g vlcin- alley; 
nice 
location; 
512 
W ilkerson. 
ity. N o com p etition. In q u ire D em o crat. 


Tho usands 
no w 
suffering 
with 
ECZEMA or PILES 
can be free fro m their suffering if 
they will use J. 
M. Cain’s Medi­ 
cines. 
Pettis Co unty Mer. Co ., 1 1 6 i 
So uth Osage. 


W ill sell cheap . T a ke som e trad e . Go 
a n d look a t once a n d su bm it p rop osi­ 
tion. E. S. S h ortridg e, P h o n e 1152 or 
1032. 


W A N T E D — 2 m a rrie d m e n ag es 28 to 
40, p o ssessing h ig h school e d u catio n 
a n d 
fu rn isli 
a u tom o bile 
to 
w o rk 
in 
W e ste rn M issou ri te rrito ry for a S ta te 
Service 
o rg a n iz a tio n —first 
tw o 
w eeks 
on 
com m ission, 
th e n 
sa la ry 
a n d c a r 
allow ance. 
P e r m a n e n t 
a n d 
adv ance­ 
m e n t for rig h t p a rties. “ F lo a te rs " a n d 
“sa la ry 
g ra bbe rs" 
n o t 
w a n te d . 
A d ­ 
dress D is tric t 3 Ia n a g e r giving full p a r ­ 
tic u la rs—age, 
exp erience 
a n d 
2 
re f ­ 
erences. A d d ress B ox “ 66" care D em o­ 
crat. 


RADIO 


RADIO DOCTOR - L. H. Peabo dy . 
Pho ne 8 54 . 1 3 1 9 So . Osaga 


S E R V IC E —On all m a ke s. W o rk g u a r ­ 
anteed. F. E. R u tte r, 410 E. 7th. Call 
468. 


FARMS FOR SALE 


ji-O R S A L E or R e n t—20 acres. P h o n e 
585. 
FOPw S A L E — B rick tw o sto ry bu ilding | “ 
120 
E. 
M ain, 
R e c e n tly 
reroofed, 
w a te r a n d electricity. B rin g s a d e q u a te 
r e tu r n on in ve stm e n t. Will sacrifice a t 
$1.300 less th a n co st for cash , o r will 
consider sm all hou se a s p a rt p a ym e n t i 


F O R SA L E , T ra d e or R e n t—108 acres. 
See G. W’. Cook. 


100 A C R E S 5 m iles e a s t Scdalia for 
sale. 
I ’hone 
1231-W. 


Fo r Rent Office Ro o ms 


bO R 
R E N T —M odern 
office 
room s; 
h e a t, 
light, 
w ate r, ja n ito r an d ele­ 
va to r service fu rn ish ed . S edalia T ru s t 
Co. Bldg. 


a n d a r r a n g e to c a rry balance back on ; FO R 
S A L E —41 acre 
fa rm 
on Abel 
p ro p e rty, d . S. L am m , 309J.;. S. Ohio, j 
road, 2% m iles s o u th of Mo. P acific 
P h o n e office 42S. 
shop s. R easonable. F. M cM ackin. 


Fo r Rent Miscellaneo us 


F O R R E X T —G arag e, p aved all 
d a ve n p o rt to sell. 702 
K en tu ck 


Used Cars Fo r Sale 


bO R SA LiJ— 1926 C hevro let cou p e; in 
good condition. P h o n e 1496. 


i-OR S.ALE—41% a c re f a rm ; fa ir im ­ 
p ro ve m e n ts; old F o re s t P a r k on S. 
• K en tu c ky. 
W ni. 
C osselm an, 
R ou te 2. 


FOUND 


F O U N D —M a n ’s w rist 
w a tch . 
Id entify 
a n d p ay for ad. P h o n e 727. 


Wanted To Buy 


ey. 
, u 'A N T E D - G o o d 
u sed 
ick*.. 
to u rin g . 
206 
S. 
E n g in e e r ., 
R hone 1521-W'. 
* 
IPhone 628. 
i 


shot 
gu n. 


Wanted To Rent 


W -^N 'TED —To re n t by 
room hou se. P h o n e 1521-W. 


- — --------------^— 
I 
1927; 
good 
Ap ril 1st, five jrnight 
tra d e 


T *m : > 
« 1 T 
-------- 7----------------------- 
— 
• ^''A><'TED — 
W 'ashlng, 
iro ning; 
good 
OR S A L E — s ta n d a r d 6. S tu d e ba ke r : 
w ork. Also ca ke baking. P h o n e 3256. 
condition; 
re a so n a ble ; j 
________ 
_ 
J 
for 
C hevrolet. 
P r iva te W A N T E D — S lightly 
u sed 
sm all 
car, 
I o\\ ner. Call 3.'i9 -W , 
' 
1329 model. If n o t ba rg a in need no t 


Po rter Real Estate Co . 
112 W est 4th St. 
51$t Year 
Rea! 
Estate 
Management 
and 


Rentals. 
Conveyances 
anc* 
con­ 


tracts. 
Selling and 
Rental 
Agents 


for 
Pacific 
Realty 
and 
improve­ 


ment 
Company 
and 
West 
Side 


In-prove.ment 
Company 


'Pp ly. 1 '9 W'. M ain. 
FOR EXCHANGE. 
A V A N T E D TO BUY second h a n d f u r ­ 
n itu re a n d stoves. Peop les F u r n itu r e 
FO R T R A D E —5-rooni stric tly m o d e rn Store, 112 W\ M ain, P h o n e 229. 
bu ngalow for a c re a g e. 4"3 E. 7th. 
------— ________________ 
_ 


U A N T E D —To e xc h a n g e good se rvic e ­ 
able 
w ork 
bu rses 
for 
sto ck 
hogs. F O R 
-calves or 
ow:, or will bu y stock hogs S C R A P S , / ( ¿ c LB. 
SEDALIA D EM -1 


WANTED TO BUY— NICE, CLEAN, 
SOFT, 
LIGHT 
W EIGHT 
RAGS 
WIPING 
MACHINERY. 
NO 


p ufrigiit. 
B u n Stevens, 214 E. Main. 
¿ OCRAT CO. 


12 USED CAR 
BARGAINS 
1929— Chevrolet Coup e, 
Perfect ........................... $4 4 0 
1928— Late 
Essex 
Coup e 
Like new .......................$350 
1927— Pontiac Coach ............$250 
1927— Chevrolet Coach 
____ $185 
1926— Chevrolet Coach ....$1 60 
1924— Ford 4-Door S e d a n ..$ 95 
1924— Ford Ton Tru ck— 
Cab body 
.......................$ 65 
1924— Ford Coup e .................. $ 50 
1926— Ford Ton Tru ck— 
Cab, body, s t a r t e r .. .$125 
1923— Ford Coup e, 1924, 
motor good .................. $ 25 
1924— Ford Panel .................. $ 75 
1928— Chevrolet Coach; 
like new .........................$3 5 0 
15 others p riced accordingly. 


Low overhead—cars bought for 
cash—m ake these p rices avail­ 
able. 
RAY LACY 


218 S. Osage 
Phone 35 


Come In Folks! 


Let 
us tell 
you 
abou t ou r 
MONEY-BACK 
GUARANTEE, 
and how It takes th s risk ou t 
of buying a used car. 
We 
bo - 
lieve you'll like ou r fair w ay 
of doing bu siness and we know 
you'll ap p reciate o u r ^ 


LOW PRICES 
Chry sler Finer 7 0 Sedan 
Chry sler 7 0 Sedan 
Chry sler 5 0 Co ach 
Chry sler 60 Sedan 
Do dge 1 93 0 Series Sedan 
Do dge late '2 8 Six Sedan 
Do dge '2 7 Fo ur Sedan 
Do dge Co upe—7 000 m iles 
Do dge Sedan—Cheap— See It 


SPECIAL 
Chev ro let 
Co upe—new Duco — 
go o d ballo o ns—$1 4 5 . 
Chev ro let 
Ro adster—light 
de­ 
liv ery bo dy —fine co nditio n— 
$1 65 . 
Chev ro let 6 Co ach—like new— 
sav e $1 5 0. 
Essex 
'29 series 
Coach 
$3.96 


Op en Evenings. 
Mid-Sfate Mo to r Co . 
Dodge B rothers Distribu tors. 
206-08 -1 0-1 2 E. 3 rd St. 


Sedalia, 
Mo. 


L O O K - 
a n d B U Y ! 


Ford Coach, 
1926 .................$1 3 5 
Ford Coup e, 
1926 .................$1 7 5 
Ford Touring, 1926 ..............$ 6 6 
Ford Coach, 
1925 .................$9 5 
Ford Model *A' Sp ort 
Coup e ....................................f 3 95 
Ford Model ‘A' Standard 
Coup e ...................................... $425 
Ford Model 'A' Sp ort 
Roadster, 2 m onths old. 
Chevrolet Coach, 1927 ..........$175 
Chevrolet Coup e, 1927 ....$2 2 5 
Chevrolet Coup e, 1928 ____ $315 
Dodge Coup e, 1927 ..............$295 
Dodge Sedan, 1926 ..............$250 
W hip p et Coach, 1929 ..........$395 
Essex Coach, 1926 
................$125 
Ford Tou ring ...........................$ ^ 


TRUCKS. 
1 Ford Panel, 1926 ................$ 90 
1— 1927 Diamond T IJ 4 ton. 
3— Ford T. good. 
1 Ford Panel, good ............. $ 25 


Wo o dwo rth-Dnncan 
Motor Co. 
Ill W. 2nd 
Used Car Division 
Term s—Trade 
Phone 735 


Open 'Til! 9 P. M. 


^ A r r i': t w 
e l t e 
THE SEDALIA, MU., UKi>imJKAl, THUKSDAY, FEBRUARY 27, 19 30. 


M AKING IT EASY 
J^URING the winter months 
nearly everyone would be 
benefited by the consbtent use 
of cod-liver oil. 
O ne of the 
drawbacks to its more general 
use is its natural taste. 
sc o rn EMULSION 
is not only cod-liver oil prepared 
for easy cfigestion, it is also made 
pieasant-tasting and this makes 
it available to millions who need 
its health-giving benefits. 
Be su re yo u u se 
Scott’s 
Emu lsio n—it’s co d -liver 
o il ma d e ea sy to ta ke. 


S c o tt & B o w n e B lo o m 6 e Id , N .J . 


i Missouri Pacific Notes 
♦ 
♦ 
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REV. V^ILLIAM 
H O R N SB Y, 
J E S U IT PR IEST D EAD 


Ry The A ssociated Pres.« . 
ST. LOUIS, Feb. 27.—Rev. Wil­ 
liam L. Horn.sby, S. J., 67, educator, 
v.riter and theologian whose career 
carried him to all 
parts 
of 
the 
world, died last night in St. Mary’s 
Hospital here after an illness of a 
year. He entered the Jesuit Order 
1881. 


Today’s Offer 
To All Who Have 
Indig estio n 


Ask W. E. Bard Drug Co. 
About Generous Money 
Back Guarantee 


There’s a sure way to put an end 
to stubborn indigestion, gas, short­ 
ness of breath and all the ailments 
that are caused by a bad stomach. 
You are simply patching up your 
stomach when you take things that 
only give relief for a few hours. 
Why not build up your run-down 
stomach—make it strong and vig­ 
orous 
80 that you can eat anything 
you w ant any time you w ant to 
without the least sign of distress. 
Dare’s M entha 
Pepsin 
is 
w^hat 
every 
stomach 
sufferer 
needs—a 
pleasant tonic elix ir for all stomach 
ills. 
Thousands 
of bottles 
of Dare's 
Mentha Pepsin are sold every day 
• because it is the one outstanding, 
supremely 
effective 
stomach 
rem ­ 
edy that is guaranteed by 
W. E. 
Bard Drug Co., and druggists every­ 
where to end indigestion or money 
back.—Adv. 


CORONER’S INQUIRY 
TO END TODAY 


Ry The Associated Pre.ss. 
SALT LAKE CITY, Feb. 27.—A 
coroner’s 
jury 
investigating 
the 
slaying V of ]Vlrs. Dorothy Moormeis- 
ter, 32, whose battered body w’as 
found on an isolated road near here 
last Saturday, ex pected to complete 
its inquiry today. Yesterday it list­ 
ened to revelations of a love affair 
between the 32-ycar-old woman and 
a Persian prince. 
Testimony of the w’oman’s hus­ 
band, Dr. Frank IVIoormeister, that 
his 
discovery 
of a letter in 
his 
wife’.s desk after the murder re- 
%ealed 
his 
wife’s 
intimacy 
with 
Prince Farid of Persia while the 
Moormeisters were visiting in Paris 
last year created something of a 
sensation. 
Dr. Moorn eister said that while 
in 
Europe 
lie made several 
side 
trips, his wife and his daughter, 
Mi.<s Peggy Moormeister, staying in 
Paris. He said his wife met the 
prince and later introduced them. 
He 
testified 
that 
he 
trusted 
the 
I'lince and did not su.spect his wife 
until he found the letter. 


A. X. Barbour, has completed his 
apprenticeship in the machine shop. 
The Benefit Association of Rail­ 
way Eîmployes will hold its regular 
meeting 'fhursday evening at the 
American 
legion 
Hall. 
Following 
the businirss session a social enter­ 
tainm ent will be given and there 
will be dancing. All members are 
requasied to be present. 
Paym aster O. G. Jones was in the 
city 
Wednesday 
paying 
company 
employes. 
L. B. Herfurth, assistant foreman 
blacksmith shop, 
has 
returned to 
work after being off several days 
on account of illness. 
Louis Hendricks, has 
completed 
his apprenticeship in the machine 
shop. 
Mr. and Mrs. Jimmie Deering are 
the 
parents 
of 
a 
daughter 
bom 
Tuesday, February 25. Mr. Deering 
is a boilermaker helper at the new- 
shops and formerly a welterweight 
box er. 
The blacksmith shop continues to 
lead all departm ents In business so­ 
licitation campaigns. 
Missouri Pacific Boy Scout Troop 
12 will leave Saturday for St. Louis 
as guests of the managements. It Is 
ex pected that 16 scouts will make 
the trip. They will be accompanied 
by Scoutmaster C. I. Phipps, Assist­ 
ant Scoutmaster Leo X’oland, and 
Scout Commissioners A. M. Camer­ 
on and Tom Harris. 
Joe Damrill, general chairman of 
the sheet metal w-orkers, is making 
a trip over the sy.stera on company 
business. 
Mr. and Mrs. Earl Jones of 101 
East Boonville street are the par­ 
ents of a son born Monday, Febru­ 
ary 24. 
The bridge and building gang are 
at work on the construction of a 
building north of the mill to be used 
for 
the 
storage 
of 
lumber. 
The 
building will be about as large as 
the mill. 
Spring is just around the corner, 
the Booster baseball team received 
its 
first 
offer for an out-of-towui 
game. The club w-anted a game for 
April 29 , but that is rather early 
for the Boosters. The club officials 
of the 19 30 season are John Lemon, 
general 
chairman; 
A. 
L. 
Pringle, 
business manager; Henry Neimann, 
treasurer and E. L. Ellsworth, sec­ 
retary. A m anager for thë team 
will be selected within the nex t few- 
w eeks. 
The 
Dynamos 
basketeers 
have 
been invited to participate in tw-o 
independent basketball tournam ents 
one to be held at Humansville, Mo., 
and another at Stockton, Mo. No ac­ 
tion has been taken by club offici­ 
als, but it is not likely that the 
Dynamos w-ill participate. 


4n Old Friend In a 
S ew Dress 


It Is Folly 
To Stay Fat 
The pro o f is ev erjrtv here. In ev ery 
circle y o u can see that ex cess fat is dis- 
appearing fast. Mo dem science has fo und 
a majo r cause o f ex cess fat in a weak­ 
ened g land. In late y ears, phy sicians the 
wo rld o v er hav e been fig hting that cause. 
They do no t rely o n starv atio n. 
This mo dem metho d is embo died 
in Marmo la prescriptio n tablets. Each 
bo x co ntains the fo rmula, as prepared 
by famo us ex perts. Peo ple hav e used 
these tablets fo r 22 y ears—millio ns o f 
bo x es o f them. No w nearly all hav e 
friends who sho w the results in new 
beauty , health and v ig o r. 
Go try Marmo la. Test the rig ht way 
to reduce. 
The results will amaze 
and delig ht y o u. All drug g ift*« supnlv 
Marmo la at n a bo x . 


(A dvertisem ent) 


L y dia 
E. 
P in k h am ’s 
V e g e t ab l e 
C o m p o u n d 
is no w prepared in co n­ 
v enient, palatable, cho c­ 
o late co ated tablets 
packed in small bo ttles. 
Each bo ttle co ntains 7 0 
tablets, o r 35 do ses. Slip 
a bo ttle into y o ur hana- 
bag . Carry y o ur medi­ 
cine with y o u. 


During the three trying per­ 
iods of maturity, maternity 
and middle age, this remedy 
proves its worth. 9 8 out of 100 
report benefit after taking it. 


These ta b lets a re just a s ejfeo 
Uve a s the liq uid , 


J bt|d ia R B n k ha n rs 
▼^etable Cbnipotiiid 


6 r« M C .M M w n K n o M m 
t n « mass . 


berich Dfdivery Company, revealed 
last night that he lost $35,000 in 
collapse of the George T. Thompson 
Hotel Company, former owners of 
the Marquette hotel here. 
George 
T. 
Thompson, 
former 
president 
of 
the 
company, 
faces 
charges in Missouri and Illinois as 
a result of his hotel operations and 
sale of stock. 
He is under bond on 
charges of obtaining money under 
false 
pretenses 
at 
Herman, 
Mo., 
w-here he sold stock in a hotel en­ 
terprise, and is accused of fraud in 
sale of stock at Nashville, 111. 
Berberich, w’ho bought the Mar­ 
quette hotel the day after it was 
sold under a deed of trust in Jan­ 
uary, said he lost $15,000 in pre­ 
ferred stock in the hotel company, 
a^loan of $12,000 he made personal­ 
ly to the company, and a note of 
$8,000 w-hich he indorsed and was 
forced to pay. 


REPORTS $35,000 
LOSS UPON DEAL 


By The Associated Press. 
ST. 
LOUIS. 
Feb. 27.—William 
Berberich, 
president 
of 
the 
Ber- 


Do es much to k eep a 
g o o d clea r co mp lex ­ 
io n, no ma tter wha t 
the wea ther! 


Soap 26c. OintRient 26c. and 60c.*' 
Talcum I 6e. 
Proprlctorii • Potter 
Drag d( Ofcosieal Corp.,Malden, Maet. 


BEFORE YOU FIRE MAKE 
50RE YOU AIM — TO GET THE 
C0ALTHAT3 WON GREAT mWE 


If you aim to have a fire in your home that 
will cause your family to feel comfortable and your 
guests welcome, aim to send your nex t coal order 
to us. Our clock-work delivery will interest you. 


PHONE 9 2 


r R T M 
A N ' S 
^ O AL QUARTETTE 


ROBBERS ABDUCTED 
TWO, SHOT ANOTHER 


By The Associated Press, 
CAPE GIRARDEAU, Mo„ Feb. 27. 
—Four robbers, traveling in a fast 
automobile, were sought throughout 
this district today for the holdup of 
two oil stations, abduction of two 
men and the shooting and wound­ 
ing 
of 
another. 
The 
automobile 
bore a St. Louis city license plate. 
Holding up an oil station here at 
9 o’clock last night, the bandits ab­ 
ducted Archie H. McNeely, the at­ 
tendant and a companion, Eugene 
Jones, 
bound 
them 
together 
and 
later released them 25 miles w'est 
of here on highway No. 61 after 
failing to find money they believed 
McNeely had. 
In the station the 
robbers overlooked 860 in a money 
drawer. 
Tw'o hours later, they held up a 
party in progress at a roadhouse 
filling 
station 
and 
residence, 
35 
miles 
w-est 
of 
here 
in 
Bollinger 
county, robbed the station of $50, 
took some jewelry and other valu­ 
ables from guests at the party and 
fled after shooting George Detmer, 
proprietor, in the right foot when 
they thought he w’as attempting to 
give an alarm. 
Advised 
that 
the 
bandits 
had 
started back this way after the lat­ 
ter holdup, police here and officers 
in adjoining counties guarded every 
highw-ay in the district. 


KILLED WIFE AFTER 
MAKING THREATS 


By The Associated Press. 
ST. LOUIS, Feb. 27.—Mrs. Flora 
Bell Hadley, 40, was shot to death 
by her husband, Roy Hadley, Mem­ 
phis, Tenn., machinist, in her home 
here last night. 
A son-in-law-, John 
Hubbard, 
20, 
is 
in 
city 
hospital 
from a bullet wound inflicted by 
Hadley while Hadley also is in the 
institution with a possible fractur­ 
ed skull, caused by a son, David 
Hadley, w'ho attacked his father to 
obtain the revolver. 
According to Hubbard’s wife, who 
was Fearey Hadley, her father had 
written a number of letters seeking 
reconciliation with his wife, from 
whom 
he 
has 
been 
separated 
a 
number of times, and also threaten­ 
ing the lives of all' the members 
of the family. 
Mrs. Hubbard said 
her father w-as intox icated at the 
time of the shooting, and officials 
at the hospital 
substantiated 
her 
statement. 
Charges of murder will be placed 
against Hadley, who said he w-alked 
to the second floor of the rooming 
house where his wife had an apart­ 
ment and fired when she turned 
her 
back 
to 
him. 
Hubbard, who 
lives 
in 
a 
dow-nstairs 
apartment 
with his wife, heard the shot and 
rushed upstairs, to be met at the 
door 
by 
a 
bullet 
from 
Hadley's 
pistol. 
He fell seriously wounded 
in the chest. 
The son^ hearing the tw'o shots, 
rushed from his room on the third 
floor and struck his father w-ith a 
heavy candlestick w'hen the latter 
refused to relinquish the revolver. 
Hadley came here from Memphis 
today. 


Have You Gas 
Pains? 
Try Glycerin 
^x ture! 
The very FIRST day you 
take 
simple 
glycerin, 
buckthorn 
bark, 
saline, etc., as mix ed in Adlerika, 
you will feel better than for years! 
The GAS pressure and tired feel­ 
ing after meals will be gone, be­ 
cause 
Adlerika 
acts 
on 
BOTH 
upper and low-er bow-el, removing 
foul m atter which poisoned 
the 
stomach. 
Just 
ONE 
spoonful 
re­ 
lieves 
GAS, sick 
headache 
and 
constipation. You will be surprised 
at the QUICK, easy action. Adle­ 
rika is sold by all druggists.—W. 
E. Bard Drug Co. 


S. W. 
JAMES, 
LAWYER, 
General 
Practice 
State 
and 
Federal 
Courts. 
Office Ilgenfritz Bldg. Phone 503. 


PAID $27,500 FOR 
A SADDLE HORSE 


KANSAS 
CITY, Feb. 
27.—W hat 
is believed a record price for a sad­ 
dle horse has been established w-ith 
the f;ale of “Belle Delight” from the 
H erbert M. Woolf stables of Kansas 
City to Miss Mary Fiers of Okla­ 
homa City for $27,500. The previous 
high 
price 
w-as 
$25,000 
paid 
for 
“Chief of Longview,” also from a 
Kansas City stable. “Belle Delight’’ 
is a 6 year old mare. 


MURDER TRIAL TO 
THE APRIL TERM 


By The Associated Press. 
POPLAR BLUFF, Mo., Feb. 27.— 
The m urder trial of J. D. Nevill, 
65, for the slaying of Joe Grimes, 
a farmer, last October 30, was con­ 
tinued today until the April term 
of court because of the absence of 
witnesses for the state. 
Nevill shot 
Grimes 
w-ith 
his 
son’s 
22-caliber 
rifle, following an argum ent over a 
sack *01 flour w’hich Nevill is said 
to have accused Grimes of stealing. 


GET A 
SQUARE DEAL 
WHEN YOU 
BUY FENCE 


BUY THE FENCE 
YOU KNOW. 


You can depend on one 
that will stand up tight 
and 
trim 
the 
whole 
year ’round. 
Come In 
And Let Us Show You 
The Superior Qualities 
Of SQUARE DEAL 
RED 
TOP 
FENCE. 
Copper Bearing Steel— 
and 
Galvanized 
Zinc 
Coating makes it last 
longer. Priced from 30c 
to 70c per rod. 


P .H O F F A iA N 
HAROW ARf 
CO. 
iW~r- 


Relief from Gas 
Stomach Pains 
Dizziness 


The do cto rs tell us that 9 0 per cent 
o f ail sickness is due to sto mach and 
bo wel tro ubles. Yo u can’t be w ell if 
y o ur dig estio n is bad; y o u are likely 
to g et sick unless y o u relish fo o d and 
dig est it pro perly . 
Tanlac has a wo nderful reco rd as a 
relief fro m dig estiv e tro ubles, ev en 
tho se o f y ears’ standing . 
Lo cal peo ple, many o f who m y o u 
kno w, are hig hly endo rsing Tanlac. 
Fo r ex ample, Mrs. Ellen White say s: 
’’Fo r y ears I suffered fro m indig es­ 
tio n. I g o t no relief fro m any thing 
until I to o k Tanlac. After my fo urth 
bo ttle, I feel like a new perso n and 
hav e a fine appetite.” 
If y o u suffer fro m g as, pains in the 
sto mach o r bo wels, dizziness, nausea, 
co nstipatio n, o r to rpid liv er; if y o u 
hav e no appetite, can’t sleep and are 
nerv o us and all run do wn, y o u need 
Tanlac. It is g o o d, pure medicine, 
made o f ro o ts, herbs and barks. Get 
a bo ttle fro m y o ur drug g ist to day . 
Mo ney back if it do esn’t help y o u. 
Accept no substitute. 


MY GOODNESS 
Yes— for 50 years always a 
complete stock 
of fruit trees, 
grape vines. 
Plant Now. 


Grass Seed 30c lb. 


Ca ll 
PFEIFFERS 
Since 1875 
Sedalia Green 
Houses 


Phone 39 1 
1300 S. Moniteau 


The Mystery Solved 


T 


h e y o ung g irl is an in­ 
spiring sig ht and she is 
usually b e a u tifu l if she is 
healthy , but let her be nerv ­ 
o us, distressed, hav e sleep­ 
less nig hts, and ho w so o n 
wrinkles and dark circles ap­ 
pear. T o preserv e her health 
and g o o d lo o ks, a g irl sho uld 
o ccasio nally take 
DR. PIERCE’S 
FAVORITE 
PRESCRIPTION 
Sold by Druggists 


W rite Dr. Pierce’s Invjaiids H otel In 
Buffalo, N. Y., if you desire free 
m edical advice; or send 10c for 
trial package of tablets. 


PAGEANT BE GIVEN 
AT SCHOOL TONIGHT 


“ Mark Twain’s Whims and Fol- 
Hph” w'ill be presented tonight at 
the school starting at 7:45 o’clock. 
With the glee club and orchestra 
there are two hundred pupils taking 
part. 
The production is a musical 
pagenat staged 
entirely by mem- 
ber.s of the Mark Twain student 
body. 
Color is the keynote of the 
stage setting, the decorations being 
prepared by students in their art 
classes. 
The Mark Twain glee club will 
lake part in the program tonight. 
This organization was first organiz­ 
ed this year and the six ty mem­ 
bers have been preparing for this 
event 
for 
several 
months. 
The 
school orchestra which has six teen 
members will also furnish accom­ 
paniment to the players and sing­ 
ers. 
Solo numbers will be accom­ 
panied on the piano by Mrs. Carney 
Simpson and Mrs. Glenn Moser. 
The entire performance will be in 
costumes which were made possible 
by the efforts of the parents. 


VERIFIED REPORTS 
ON RANSOM PAID 


By The Associated Press. 
GRANITE CITY, 111., Feb. 27.— 
Samuel Pershall in a statem ent last 
night 
substantiated 
police 
asser­ 
tions that his father, Charles W. 
Pershall, 
wealthy 
Granite 
City 
banker and grocer, paid $40,000 for 
his freedom to a “ransom racket 
mob” that abducted him last week. 
The 
son's 
statem ent 
followed 
lengthy conferences with chief of 
police Ross Johnson, who had de­ 
clared his hands w-ere tied in the 
case until members of the family 
quit denying the kidnaping. 
States Attorney Alvin C. Bohm’s 
independent investigation also was 
bearing fruit and will culminate in 
a grand jury inquiry March 17. A 
number 
of 
local 
residents 
were 
summoned last night. 
Pershall’s 
story of 
the 
ransom 
negotiations 
corroborates 
the con­ 
fession made by George 0. Block- 
burger, real estate dealer and bonds 
man, to St. Louis police Monday. 
Blockburger declared he acted as 
go-between 
unwillingly 
and 
only 
after the gang had threatened him. 
He is free on $25,000 bond issued 
in St. Louis as is the man he was 
to have met at the time of his 
arrest, 
Herman 
Tipton 
ex -convict 
and Cuckoo gangster. 


BRITISH MAY ALSO 
FACE A CRISIS 


LONDON, Feb. 27.—The MacDon­ 
ald government today was facing a 
critical vote In the house of com­ 
mons on the pending coal mines bill 
and there was come perturbation In 
political circles where it was pre­ 
dicted a defeat might cause resigna­ 
tion of the government and precipi­ 
tate a general election. 
The situation was somewhat the 
same as last December on the sec­ 
ond reading of 
this 
controversai 
measure when the government just 
slid 
through with a majority of 
eight. Now there is the added com­ 
plication of the question arising in 
the midst of the naval disarmament 
conference which already has been 
crippled by the political uncertainty 
in France. 
So far as could be determined no­ 
body 
wants 
a 
British 
political 
crisis at this juncture but it was re­ 
cognized that circumstances might 
conveivably produce one. 


WANT TEN MILLION 
FOR THE DE MOLAYS 


By The Associated Press. 
KANSAS CITY, Feb. 27.—An in­ 
ternational 
campaign 
to 
raise 
a 
$10,000,000 endowment fund for the 
Order of De Molay, a secret or­ 
ganization of youths sponsored but 
not 
affiliated 
with 
the 
Masonic 
lodge, was announced here today. 
Frank S. Land, founder and di­ 
recting head of the Order w’hich 
has a membership of 200,000, an­ 
nounced the financial campaign. He 
ex plained that after eleven years 
of effort the Grand Council 
had 
found it impossible to properly go 
ahead with the w’ork on revenues 
derived solely from the membership. 
“The pioneer stage of De Molay 
has 
passed,” Mr. 
Land 
observed. 
“It now' is firmly intrenched as a 
promoter of good citizenship and 
in its past and present membership 
has a vast army pledged to and 
practising its 
principles 
of clean 
living.” 
Started in Kansas City in 19 19 , 
the order now has chapters In more 
than 
1,300 
cities 
in 
the 
United 
States, Alaska, Canada, Mex ico, the 
Hawaiian Islands, Porto Rico, the 
Panama Canal Zone, the Philippine 
Islands, Italy and France. 
More than one-half million youths 
have been enrolled in De Molay. 
Members automatically retire at the 
age of 21. 


Do you need efficient, industrious 
help? There’s one sure way to get 
it quickly—read and use Democrat 
W ant Ads. 


FOR SALE 
CHEAP FARMS 


200 
Acres—Pettis 
County 
farm 
with good improvements. 
155 acres 
in 
cultivation, 
balance 
in 
timber 
pasture; on rock road; good well 
and spring; near school. 
Owner is 
leaving the state and has offered 
this farm for quick sale at $30 per 
acre. 
j 
i 
200 Acre farm on Johnson and ; 
Pettis County line. 
Fair improve-! 
ments; in good neighborhood. 
Will 
sell for $40 an acre. 


I believe this is a good time to 
buy 
a 
farm 
as 
every indication i 
points to an upward trend in agri- : 
cultural products. 
' 
IRA E. MELTON 
4th & 
Ohio 
i 


General 
Auctioneering 
JESSE PAUL 


and 
Sedalia 
GLENN BROWN 


Ionia 
FOR D A T E S P H O N E 
Sedalia 136 
or 32F3, for Glenn Brown, 
Cali Ionia. 


How On e Woman Losl 
20 Pou n ds of Fat 


Lo st Her Do uble Chin 
Lo st Her Pro minent Hips 
Lo st Her Slug g ishness 
Gained Physical Vigor 
Gained in Vivaciousness 
Gained a Shapely Figue 


If you’re fat—first remove the 
cause! 
KRUSCHEN SALTS contain the 
6 mineral salts your body organs, 
glands and nerves must have to 
function properly. 
When your vital organs fail to 
perform their w'ork correctly—your 
bowels and kidneys can’t throw off 
that 
w’aste material—before 
you 
realize it—you’re growdng hideous­ 
ly fat! 
Try 
one 
half 
teaspoonful 
of 
KRUSCHEN SALTS In a glass of hot 
w ater every m orning—in 3 weeks get 
on the 
scales and note how m any 
pounds of fat have vanished. 
Notice also that you have gained In 
energy—your 
skin 
is 
clearer—your 
eyes sparkle w ith glorious health—you 
feel younger In body—keener In mind. 
KRUSCHEN will give any fat person 
a joyous surprise. 
Get an 85c bottle of KRUSCHEN 
SALTS from W. E. Bard Drug Co., or 
any leading 
druggist 
anyw here 
In 
America, (lasts 4 weeks). If this first 
bottle 
doesn’t 
convince 
you 
this 
Is 
the easiest, safest and surest way to 
lose fat—if you don’t feel a superb 
improvement 
in health—so gloriously 
energetic—vigorously alive—your money 
gladly returned.—Adv. 
SHARP SAWS 
Saws filad and Jalntad by ^actrla 
maehlnt. 8awt eut tniar, claaner 
and batter. 
Hand tawt filed and 
tat 
00c. 
Hand 
aawa 
retoethad and net 01. 


D E LL 
li.MBERi9 eR 
eoo E. 4th 


New Low Prices 
W O V EN W IRE 
BAR B W IRE 
S T E E L POSTS 
P O U L T R Y N ET TIN G 
ALAD D IN LA M P S 


CH ICK F E E D E R S 
W A T E R 
F O U N T A IN S 
B U T T E R M I L K 
F E E D E R S 
OIL BRO ODERS 
C O A L BRO O DERS 


S T E P LA D D ER S 
FISHING 
T A C K L E 
Sedalia Cash Hdw. Co. 
106 W. Main 
Phone 361 


Only 2 days more 


FEBRUARY 
FURNITURE 
SALE 


Fine Furniture 
at 
Reduced Prices 


Special Values 
in 
Living Room 
Suites 


IIS-IO B. 3rd. 
M UA >10 


J . C . P E N N E Y C O . 
Third and Ohio 
Sedalia. Mo. 


Specialized Values in 


Ray on Underwoar 


Vests 
Blo o mers 
Panties 
Chemises 


In order to get the rery^ 
best underwear values i» os- 
•ible at this price, we antid* 
Mted the needs of our mil« 
lions of customers with tre* 
tnendous orders that m a^ 
this remarkable price pos­ 
sible. Each garment it neat* 
ly tailored, cut full rise and 
made of splendid wmring 
rayon. 
Talm advantage of 
the savings . . . buy for 
future ne^s. 
Neat Pajamas 


Cotton Broadcloth 
or 
Plisse Crepe 


Yo u will like these two piece 
pajamas, 
with 
fancy 
printed 
co ats and plain co lo r tro users. 
Ho w co zy and well y o u will 
sleep in a pair o f them. 
Yo ur 
cho ice o f printed bro adclo th o r 
fancy plisse crepe. 


They’re 
Only ., 
9 8c 


BERMUDA 
ONION PLANTS 
ONION SETS are in 
High Grade Field Seeds 
MOST COMPLETE STOCK 
OF GARDEN SEEDS. 
ARCHIAS SEED 
STORE CORP. 
Phone 1330____________ 
Sedalia. Mo . 


QUESTION 


W hat is thè slum ber 


ro o m o f 
a 
funeral 


ho m e? 


ANSWER 


In the slumber room of a funeral home 
the deceased may lie in state until the time 
of the funeral. 


The 
McLaughlin 
slumber 
room 
la appro­ 
priately furnished with a dignified simplicity. 
In the privacy of this room the family and 
friends may spend as much time as they wish 
with the departed. 


McLauohun 
Bins . fiwEiMLCHAPCL 


E9 TABI.ÌSMIO IBW» 


LADY 
A S S IS T A N T 


SUPERIOT* 
A m b ul anc e 
: 
S e r v i c e 
P ho n e 8 


515 SoMT« Omk» Srwort 


